VOL. XXXVIII. No. 2 FEBRUARY, 


FHE 


STRUCTURAL 
ENGINEER 


THE JOURNAL OF THE 
INSTITUTION OF STRUCTURAL ENGINEERS 


Brinsworth Steel Strip Mill 


PART I bv Donovan H. Lee (Member of Council) and G. O. Kee 


PART II by N. Lancaster 


olded Plate Construction : An Investigation of Collapse Conditions 


by A. R. Dykes (Associate-Member) 


FOUR SHILLINGS AND SIXPENCE 





The Structural Engineer 
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The reinforcement fabric used in the Massey-Harris 
Ferguson factory at Stretford was supplied by 
Richard Hill. Do you need reinforcements? Then call up 
the Maxweld man! He can give you all the facts 
on the type and quantity of fabric you'll need 
plus a rough idea of the cost. And he’s backed by the 


Richard Hill Design Service 


who can then draw up more detailed plans and 
estimates. You can get him at Middlesbrough (2206), 
4 London (Mayfair 3538), Birmingham (Mid. 5625), | 
Manchester (Central 1652), Leeds (2-7540), Bristol] (24977), - 
Glasgow (Central 2179), Nottingham (Bulwell 27-8383), 
Bournemouth (Westbourne 63491) 


Belfast (29126) 


Maxweld fabric 


is manufactured by RICHARD HILL LIMITED (Established 1868) 
Newport Wire and Rolling Mills, Middlesbrough, Yorkshire. Tel : Middlesbrough 2206 


A MEMBER OF THE FIRTH CLEVELAND GROUP 
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.. lower cost of 
steelwork 


Construction 1s simplified: new steel sections 


are more efficient, so are present-day 


fabrication methods. Less steel and less 


labour are required: the weight of the structure 


1s less, and so the cost goes down. 
SS STEEL... ... STRONGER BS.449 (1959) x 
Steelwork designed to this econ om 
and up-to-date specification confor 
a high and accepted standard.” a 


due to many new factors Maintained high quality of British structural 
ich are resulting in steel is now further recognized by the 


vor whe saving. sanctioning of higher working stresses. 


THE STEEL FRAMED BUILDING 


—SO EASILY ADAPTABLE—IS NOW 
° A BETTER INVESTMENT THAN EVER 
l BRITISH CONSTRUCTIONAL STEELWORK ASSOCIATION 
ARTILLERY ROW, WESTMINSTER, S.W.1 
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* FLOWFORGE ° 
Saves on.... flooring 


First cost 
Installation 
Maintenance 
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FISHER & LUDLOW LIMITED 


FLOORING DIVISION 
BORDESLEY WORKS, BIRMINGHAM 12. Tel: Victoria 2371 
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In modern construction the only way to be sure of ‘smooth 
sailing’ throughout a project is to have all the experts in at the start. 
Co-ordination at inception ensures efficient, economic and 
uninterrupted progress to prompt completion. This means that the 
contractor, with his wealth of practical experience in current 
constructional techniques and their specialised applications, must be on 
hand, together with the client and his consultant, at the planning 
stage to advise on design, materials and plant in relation to the specific 
requirements of each individual contract. Eliminate the chance of 
errors or omissions—modifications during construction are costly and 
difficult and cause expensive delays. Many clients make sure by availing 
themselves of Monk experience and ‘know-how’ from the earliest analysis. 
Our resources are at your service, call 
on them now and insure against error or delay. 


WARRINGTON & LONDON 


A MONK & COMPANY LIMITED 


Offices at Hull, Middlesbrough, Starnford & Stanliow 


CIVIL ENGINEERING, BUILDING AND REINFORCED CONCRETE CONTRACTORS 
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For the right answer, for the right gas, 
and for the best service—ask British Oxygen Gases 


Does your type of production call for Propane? British Only British Oxygen Gases has this breadth of experience 
Oxygen Gases will give you an unbiased answer. Because and only British Oxygen Gases can offer you such a com- 
British Oxygen supply gases for all purposes, they can plete delivery service of industrial gases . . . in cylinders, 
help you from experience to choose the most efficient, or in bulk from their nation-wide tanker fleet— and lend 
most economical gas for your particular production needs. you storage tanks as well if you need them. 


BRITISH OXYGEN GASES LIMITED - Ko Con 


SPENCER HOUSE, 27 ST. JAMES'S PLACE, LONDON S.W.1, 
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WELL INFORMED 
STRUCTURAL ENGINEERS 


CONTRACT JOURNAL 


published every Thursday, The CONTRACT JOURNAL 
will bring you the latest news of — 


Construction methods, plant and 
materials 


2/- per copy Major building and civil engineer- 
Annual subscription: ing works at home and abroad 

£5 * 4° Od post paid Professional institutions, trade 
organisations and commercial 
undertakings 


Political and legal topics affecting 
the constructional industries 


Specimen copy free on request from 


THE CONTRACT JOURNAL COMPANY LIMITED 


32 SOUTHWARK BRIDGE ROAD, LONDON 5S.E.1. Tel. WATERLOO 3411 
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DAWNAYS 
STEELWORK 


Specialists in the design 
fabrication and erection of riveted 
and welded steel-framed structures 

of every description 


STEEL 


DAWNAYS LIMITED 


BRIDGE & STRUCTURAL ENGINEERS 


ALSO AT SWANSEA CARDIFF - WELWYN GARDEN CITY NORWICH HULi 
SOUTHAMPTON - ROMFORD | VICTORIA STREET. S.W.! 
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Larssen piling cofferdam for 39 
sewer to pass under the Grand Union 
Canal at King’s Langley, Bucks., 
in a scheme for the Colne Valley 
Sewerage Board. Consulting Engin- 
eers: Sandford Fawcett and Pariners. 
Contractors: Howard Farrow Ltd. 


Because of its water-tightness, 
Larssen piling is the ideal material 
for the construction of cofferdams. 
The design of the interlocks is 

such that immediately the piles are 
driven, solid particles in suspension 
begin to form a seal, reducing 
seepage to an absolute minimum 
and providing safe, dry working 
conditions at any required depth. 
A further advantage in work of 
this nature is that Larssen sections, 
having fulfilled their purpose as a 
temporary protection for permanent 
construction, can be withdrawn, 
without distortion, for re-use. 


SOUTH DURHAM STEEL AND 
IRON COMPANY LIMITED 


Central Sales Office: CARGO FLEET IRON WORKS, 
MIDDLESBROUGH, YORKS. 
Telephone: Middlesbrough 2631 (14 lines) Telex: 58551 
London Office: SHELL-MEX HOUSE, STRAND, W.C.2 
Telephone: CO Vent Garden 1181/6 Telex: 25429 

To assist engineers and contractors in the develop- 

ment of projects involving the use of Larssen piling, 

the South Durham Steel and Iron Company Limited 


maintains a permanent staff of designers for consul- 
tation and the design of Larssen piling structures. 


LARSSEN 
vette hULNG 


THE OUTSTANDING CIVIL ENGINEERING MATERIAL 
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Have YOU read about the New Heywood-Helliwell 


Aluminium Windows... the most 
modern development in Metal Window Technique? 


* The main characteristics are the perfection * Hospitals, schools, flats, offices and the mod- 
of detail, the very high standard of finish, and ern factory offer a perfect setting for these 
the ease and efficiency of operation high quality windows, which form a very 

' definite Architectural feature in structures of 
this type. 


* i L tent | vea Yr] a 
Competent weether — material abt $ Write for Bulletin No. 1 which fully describes 


tion, choice of s Re © r double glazing, i series A, B and C of this new Aluminium 
ward or out Window. The variation of this basic series 
glazing, meets the ‘most ‘rigid demands of a offers a practical choice of application with 
modern lightweight metal window a realistic regard to cost. 


The By 
C2 utinsctial style 


nts é EYwoopD 
Aluminium Window CE Le 
ELLIWELL 


® HEYWOOD - HELLIWELL LIMITED BAYHALL WORKS . HUDDERSFIELD Tel! 6594 (5 lines) 
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AT A NEW FACTORY FOR 
J. S. FRY & SONS LTD., SOMERDALE 


The photograph shows one of several ‘Universal’ columns, 
each carrying an estimated load of 1000 tons. 


The steelwork of this factory, comprising 2,100 tons, was 
erected by us in 44 months. 


General contractors: John Knox (Bristol) Ltd. 


STEELWORK BY 


REDPATH BROWN 


Branches: Edinburgh, Glasgow, London and Manchester 


STEELWORK 
Is 

CHEAPER 
AND 
READILY 
AVAILABLE 


STEEI 


SiKRING IN 
SECurniry 
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TEST BORINGS 


To ensure 
Le” THE STABILITY OF FOUNDATIONS 
AND EARTH WORKS 
OBTAIN RELIABLE 


INFORMATION OF 
GROUND CONDITIONS 


GEOPHYSICAL SURVEYS 
* 
SOIL SAMPLING & TESTING 
. 
REPORTS ON GROUND 


a GROUND EXPLORATIONS L™ 


75 UXBRIDGE ROAD, EALING, W5 
Phones: EALing 1145/6 and 9251/2 
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SIMPLEX CONCRETE PILES LTD 
Palace Chambers, Bridge Street, Westminster, S.W.! 


Telephone Nos. TRAfaigar 1165/8/9 
Telegrams: SIMPILESCO WESPHONE LONDON 
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Reservoir in the Khyber Pass cured with “Ritecure’’. 


Tak @ alifetime of experience (practical experience 
both on the job and in the research laboratory). 


Addé* an intimate knowledge of concrete structures 
of all kinds, under all sorts of climatic conditions. 
(The S.B.D. technical team travel 100,000 miles every 


year meeting and solving concrete problems on the site). 


Mix. enthusiasm with this sort of practical ‘know- 
how’ (enthusiasm, as well as knowledge, is essential). 


And what have you got? 


“ Ri | ” 


the finest membrane curing 
fo r concrete Clifton Bridge, Nottingham cured with “Ritecure’’. 


FREE LITERATURE 

Of course, you know about “Ritecure’’. But just 
in case you haven’t seen the literature write 

to the address below 

Manor Way, Boreham Wood, Herts 
Telephone: Elstree 2211. 


STUART B. DICKENS LTD. 
2a 
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GOOD DESIGN 
AND 
EFFICIENT 
CONSTRUCTION 





This illustration shows New Offices for the North 

Thames Gas Board at their Beckton Works constructed 

to the design of the architect Elie Mayorcas FRIBA 
AADip(Hons) 





PETER LIND & COMPANY LIMITED 
LONDON 
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) SCHOOLS 


Comprehensive High School, Putney, S.W.!5. 
(Courtesy of the London County Council) 
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HOUSES 


Maisoncttes ot Wanstead, E46 
(Courtesy of the County Borough of 
East Ham and Frank Bilton (London) 
Ltd) 


FLATS 


Flats at Roehampton, $.W.15. (Courtesy 
of the London County Council) 
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STOWERS & PYLONS 


B Television Tower, Crystal Palace (Courtesy of British 


Insulated Callender's Construction Co, Ltd) 


BRIDGES 


Bridge over River Coine, 
St. Albans By-pass. 
(Courtesy of Hertford- 
shire County Council and 
Cubitts, Fitzpatrick, 
Shand) 


AND ALL TYPES OF HEAVY STRUCTURE, DERIVE THEIR 


STABILITY From 


west’s SHELL PILING 


Y S T E M 


THE MODERN, MOBILE SYSTEM COMBINING THE 
PRE-CAST AND CAST-IN-SITW METHODS OF PILING 


WEST’S PILING & CONSTRUCTION CO. LTD 


7 
Foundation Specialists. Design and Construction in Reinforced Concrete. 
BATH ROAD, HARMQNDSWORTH, MIDDLESEX. Tel: SKYPORT 5222 
Branches in ee Bristol, Birmingham, Manchester, Glasgow. 
Australasia. West’s Shell Piling (A/sia) Pty. Ltd. Melbourne, Sydney, Adelaide 
and Wellington, N.Z. Southern Africa: The Roberts Construction Co. Ltd, 
Johannesburg. France : Compagnie Genéralé de Construction de Fours, Paris. 
freland: Farrens Limited, Dunmurry, Belfast 
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NEW 
ECONOMY 


The Lee-McCall system of prestressing concrete using ‘ Macalloy’ bars 
offers striking economies to the contractor. 


General ease of construction and supervision on site. 
The large diameter Macalloy bars are easy to feed into preformed ducts; 
make a rigid sheathed tendon easily located and needing a minimum 


of support. 


Tolerances permit minor variations in unit length to be accepted without 
extra cost. 


Bars with rolled threads do not need critical setting up. 
Grouting is economical and trouble-free. 
Bars with wedge anchorages can be kept on site and used from stock. 


These and many other points of superiority make ‘ Macalioy’ bars the 
most economical, simple, reliable and practical system of prestressing. 


McCALLS MACALLOY LIMITED 
TEMPLEBOROUGH - SHEFFIELD - P.O. BOX 41 


LONDON: SLOANE 0428 PORTSMOUTH: COSHAM 78702 
BIRMINGHAM: ACOCKS GREEN 0229 NEWCASTLE: 38793 
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McCALL & COMPANY (SHEFFIELD) LIMITED McCALLS MACALLOY AFRICA (PROPRIETARY) LIMITED 
ESSing McCALLS MACALLOY LIMITED McCALLS MACALLOY (AUSTRALIA) PTY. LIMITED 
STEgL 


McCALLS MACALLOY (CANADA) LIMITED 
by McCALLS PRECISION ROOFS LIMITED ( 
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STEEL COMPANY OF WALES, 
ABBEY WORKS, PORT TALBOT 


In order to install new basements to 
accommodate additional plant in the Roll 
Grinding Shop, existing piles were 
initially exposed to depths of 7’ 0” at 
which level, those piles carrying columns 
above were stiffened by a reinforced 
concrete slab. A further 10’ 0” of the piles 
were then exposed and during the whole 
of the work, the piles continued to carry the 
load from the roof and crane leg columns, 
the cranes being in continual use 
throughout. All told, more than 600 piles 
were exposed for a depth of 17’ 0”. 


Consulting Engineers: W. S. Atkins & Partners 


” THE FRANKI PILE IS UNIQUE, because the method of driving the tube makes 
possible the mechanical compaction of the low water-cement concrete in the base 
and shaft. The high degree of compaction thus obtained immediately provides 
a complete, safeguard against any deformation of the pile after installation. 


4-114 Me Millions of Piles installed throughout the world 


i] 
FRANKIPILE LIMITED + 39 VICTORIA STREET -'- LONDON - S.W.i - TELEPHONE: ABBEY 6006 


ALSO BORED PILES - AUGER PILES + RUBE PILES + WIGA PILES - LARGER DIAMETER BORED PILES AND REINFORCED CONCRETE POUNDATIONS 








LIMITED 


FOUMMATION ENGI EERING 


d cast in-situ p 


Driven piles 


SITE EXPLG t piles of large 


Explorato paors of large ANALYSIS OF PROBLEMS 


Geologi r lowering by 
d by well point Earth slopes, Dars, Retaining walls 


Soil sampli 
onsolidation b Cofferdams ai'd Foundations 


In-situ sq 


Rock drillin 
Geophysical 


Corrosion 


65, Old Church Street, London, $.W 3 


onsolidation of 
y the Guttman 


Huvial grouting 
re grouting in 
on of special fe 


Underpinning 


Soil stabilisation 





Settlement calculations 


Permeability calculations 


Manufactured under licence from 
Ferrand & Frantz Ing. Villeurbanne. 


Bl . ly ESS British Patent No. 705, 148, 
The remarkable performance of REEL overhead cranes has 


been proved conclusively on hundreds of installations. 


The new approach to overhead crane design has put REEL 
well ahead. Conventional boxed lattice frames have been 
replaced by clean-lined girders providing greater strength 


and lightness, with a consequent saving in power 


consumption. REEL Cranes can be carried to within two or 
three inches of the roofwork and are in capacities to suit 


your individual requirements. Full information on request. 


WH ren : 
REEL REEL | 


OVERHEAD 














BRITISH INDUSTRIAL 


ENGINEERING COMPANY (STAFFS) LIMITED 


CORONATION WORKS, HAINGE ROAD, TIVIDALE, TIPTON, STAFFS. Tel. TIPTON 1222]3/4 
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WOODFIELD 


produce the latest 


Pile Driving and 








Foundation Equipment 
to assist Contractors 


in this field 














z z for Sale and Hire 
























































































































































WOODFIELD ROCHESTER LIMITED 
FRINDSBURY WORKS - ROCHESTER « KENT 
Phone : STROOD 7842! Grams : Woodfield Telex, Rochester 
London Office: 147 Victoria Street, S.W.| 
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the importance of 


ANDEK roofing... 


. . . to this building is — 


@ A firm and solid roof giving flexibility 


in design. 
@ Good standard of fire resistance. 


@ High degree of insulation - continuous over Regent Axle Co. Ltd., Burnley 
Architects : Houston and Forbes, 
supports - to prevent heat losses and FRCS. A.R.1B.A. 


to minimise condensation. U=0.21. 


@ Attractive soffit - good acoustic value 


from open texture wood wool. 


@ Spans up to 15 feet. 


D. ANDERSON & SON LIMITED 


STRETFORD, MANCHESTER Telephone: LONgford 4444 
OLD FORD, LONDON, E.3 Telephone: AMHerst 9381 
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Underreamed boring 


DOWN TO 110 FEET 


TRA tT hs 
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If you would like further McKINNEY FOUNDATIONS LIMITED 


details, please write to: Manor Way, Boreham Wood, Hertfordshire. Telephone: Elstree 2854 
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Coal conveyor trestles and tunnels 


for North Thames Gas Board at Beckton Gas Works 


ENGINEERS North Thames Gas Board London SWI 


50 ft. high trestles and tower 
with 450 ft. long x 12 ft. 

high hyperbolic tunnel in 
reinforced concrete and 


carried on prestressed piles. 


Concrete Piling Ltd CIVIL ENGINEERING CONTRACTORS 


10 WESTMINSTER PALACE GARDENS 


ARTILLERY ROW LONDON swi PHONE: ABBEY 1626/7 
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A big step-forward in truck crane performance! 


SMITH M.EL TRUCK CRANE 


™ Smith M.E.!1. Truck Crane 
pean the remarkable develop- 
ments which have taken place 

in recent yearsin the range, capacity 
and performance of truck- 
mounted cranes. Engineered from 
start to finish as a highly 
efficient mobile crane incorporating 
the latest techniques in crane 

and truck design, thus forming a 
compact, efficient and fast 

travel mobile unit, adaptable for 





lifting exceptionally heavy 

loads on the short booms or 
operating with long booms 

for high-lift work at exceptional 
outreaches, Also adaptable 

as a grab-crane, piledriver, 
dragline, face-shovel or back-hoe. 
Literature available on request. 














THOMAS SMITH & SONS (RODLEY) LTD 


RODLEY * LEEDS - ENGLAND 


Tel Pudsey 2844 (5S limes). Wires: Smith Rodley Telex (Telex No. 55105) 
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Photographs by courtesy of : Corporation of London, New Public Cleansing 
Depot @ City Engineer: Francis J. Forty, O.B.E., B.Sc., M.1.C.E. @ Consulting 
Engineers : Mott, Hay & Anderson @ Contractors : Howard Farrow Ltd. 


ON THIS TOUGH 
THAMES-SIDE JOB... 


Howard Farrow Ltd. 
rely on “BROOMWADE ”’ 
RB 770B BREAKERS 


The construction of an open barge dock for the Corporation of London was preceded by site clearance of 
exceptional difficulty. 

On site between Cannon Street Station and Southwark Bridge, the breaking up of a maze of heavily reinforced 
concrete foundations became the major task; blasting was impracticable but a team of hard hitting 
“ BROOMWADE ” RB 770B Breakers powered by a WR 630 Rotary Compressor rapidly smashed through 
the seemingly impregnable mass. 

Whatever the task “ BROOMWADE” Air Compressors and Pneumatic Tools fully meet the contractor’s 
demand for 


ECONOMY, EFFICIENCY and RELIABILITY 


*“BROOMWADE’’ 


AIR COMPRESSORS & PNEUMATIC TOOLS 
YOUR BEST INVESTMENT 


BROOM & WADELTD., P.O. Boz No.7, HIGH WYCOMBE, ENGLAND. Telephone: High Wycombe 1630 (10 lines} Telegrams: “Broom,” High Wycombe (Telex) 


663 SAS 
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Buerearerv 
STEELWORK 


helps to move coal 


A10span Railway Viaduct manufactured 
and erected by the Butterley Company 
on existing piers which is used for the 
transport of coal from a Colliery in the 
North Western Division to a nearby 


Coke Plant. 


THE BUTTERLEY COMPANY LIMITED - RIPLEY - DERBY - ENGLAND : Tel: RIPLEY 4I! (9 lines 
London Office : 9 UPPER BELGRAVE STREET, S.W./. Tel: SLOANE 8172/3 
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LARGE 
STRANDS 


for 
prestressed 


concrete 
gB $B & 


WE ALSO MANUFACTURE 


SMALL 
STRANDS 


and plain, indented or radially 


crimped wires 


RYLANDS 


Brothers Limited 


WARRINGTON 
ENGLAND 
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ANEAD Ot SGHEDULE.. 


OUR SERVICE CAN MAKE THIS A POSSIBILITY 
THIS IS THE MODUS OPERANDI .. . 


WE PROVIDE - 


Productive organisation on site to execute efficiently the working specification 
of contract, incorporating :— 


LABOUR-= 


Crane, excavator and fork lift truck operators, stenographers, clerks, mech- 
anics, fitters, painters, riggers, production control personnel, warehousemen, 
welders, carpenters, truck drivers, etc., etc. 


EQUIPMENT — 


Mobile Cranes, Fork Lift Trucks, Lorries, Compressors, Excavators, Welding 
Sets, Machinery Tools, Tractors, etc., etc. 


ECONOMICALLY = 


Attractive ‘‘all-in” hourly rates for men and machinery—home or abroad— 
designed to reduce contractors’ overheads and eliminate contract delays. 


FOR FURTHER PARTICULARS OF THE ABOVE SERVICE PLEASE WRITE OR 'PHONE :— 


30/38 HAMMERSMITH BROADWAY - LONDON W.6 - RiVerside 2224 
MECHQUIP HOUSE - GOLDHAWK ROAD - LONDON W.12° SHEpherds Bush 4406 
CABLE ADDRESS: MECHQUIP - LONDON 


CONTRACT, LABOUR & EQUIPMENT SERVICE 
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Tee quality & service a 


Site investigations 
Bored piling & Foundations 


Materials & Structural testing 





— Terresearch service has proved its worth — 
Terresearch specialists have a wide, practical experience 
in all branches of building and civil engineering, 
and full resources for carrying out investigations and 


research and sound speedy construction. 


WE HAVE SUCCESSFULLY CARRIED OUT 
SUCH WORK FOR: 


ATOMIC AND THERMAL POWER STATIONS - AIRFIELD WORKS 
RAILWAY WORKS - BRIDGES - ROAD WORKS 
MARINE AND HYDRAULIC WORKS - MULTI-STOREY OFFICES 


AND APARTMENTS - FACTORIES, etc. 


OUR BROCHURE IS YOURS BY REQUEST 





-fierresearch Ee 


BUILDING AND CIVIL ENGINEERING LABORATORY 
PILING AND FOUNDATION ENGINEERS & CONTRACTORS 


RUISLIP ROAD - NORTHOLT - GREENFORD - MIDDLESEX ~- Telephone: WAXlow 6241-2 
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| DANGEROUS 
LOCO CRETE 


TAKE NO RISKS WITH 


FOUL GROUND 


CIMENT FONDU concrete is highly resistant to prac- 
tically all acidic ground conditions. It is also completely 
immune from any concentration of sulphates, even when 
in an immature state. 


Send for further information and special literature 





Manufactured by 
LAFARGE ALUMINOUS CEMENT CO. LTD., 73 Brook Street, London W.1. Tel: Mayfair 8546 
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Whatever your dewatering problem, 
whatever the depth to which the water 
table is to be lowered, Ground Engineering 
Limited can provide a comprehensive 
service. They can assist you by installing 


and operating a system designed for your 


COMPLETE daienecsereen 


Deep wells, shallow wells and well point 


SER V ICE installations are offered: the final choice 


depending on the prevailing ground 
conditions and the proposed depth of 


excavation. 


Re neats STi 
CRE te 
nS Geren re 


You are invited to write for further details 
in terms of specific or future projects to:— 


GROUND ENGINEERING LIMITED 


Manor Way : Boreham Wood - Hertfordshire - Telephone: Elstree 2854 
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structural steelwork 


The Bowater Paper Corporation 
Limited. ‘‘ The Architects for the 
new Office Blocks at both Mersey and 
Northfleet designed for Lattice Steel- 
work on a modular grid which allowed 
service lines to be run between floor 
and ceiling and gave complete flexi- 
bility for internal arrangements. 


Architects : Messrs. Farmer & Dark. 





B.E.A. Air Terminal, London. Speed was the essence 
of the Contract. Sommerfelds designed the Steelwork 
and from unloading the first lorry on site to the 
completion of a ton steelwork erection took 3 


weeks. 
General Contractors : Messrs. Richard Costain Limited 





YORK. For the City of York a Grammar School. 
Sommerfelds designed the Steelwork on a 3’ 4” modular 
grid allowing complete freedom for the Architect to use 
curtain walling and internal arrangements. 


Architect : E. Firth, F.R.1.B.A., A.M.T.P.1., City Architect. 


1.C.1. ock. 
A multi-storey building with a height 
“ to eaves of 44-feet and uninterrupted 
meigese qiiiq spans of 50-feet on each floor. Deep 
Lattice Beams and light stanchions 
were used with considerable saving In 
steel requirements. 
Architects : Messrs. J. Douglass 
Mathews & Partners. 


A ld LTD. WELLINGTON: SHROPSHIRE 
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Brinsworth Steel Strip Mill * 


PART I. 


by Donovan H. Lee, B.Sc. (Eng.), M.I.Struct.E., M.I.C.E., M.I.Mech.E. (Member of Council) 


G. O. Kee, B.Sc.(Eng.), A.M.I.C.E. 


Introduction 


The demand for steel strip has increased much more 
in recent years than that for other forms of steel, 
and as part of the national plan for development, the 
Steel, Peech and Tozer branch of United Steel Com- 
panies Ltd., put in hand in late 1954 a scheme to 
provide a new strip mill at Brinsworth. 

Their present works on the north side of the main 
road between Sheffield and Rotherham produces 
around 1,100,000 ingot tons of steel annually of rolled 
and forged products such as billets, blooms, bars, 
strip, wheels, tyres, axles and springs. 

[he new mill was planned on the south side of the 
road at an estimated cost of {3.5m. to produce hot 
rolled strip up to 18in. wide in various qualities, 
including mild steel and stainless. 

A pickling plant was included in the project and 
provision was made for cold rolling the product of 
the hot mill at a future date. 

The scheme now described covers the production 
of coiled strip from slabs provided from the existing 
works and the production of H.R.P. and O. strip, 
slit if necessary to narrow widths and/or in exact 
lengths. 

The constructional work commenced in July, 1955, 
and the first trial run of the mill took place on June 10, 
1957. It is thought, even disregarding the large 
quantity of bulk excavation, that this was an achieve- 
ment not previously equalled. Miscellaneous extra 
work and the pickling plant took until January, 1958, 
to complete. By that date, the mill was in regular 
production. 


Site Layout 


Open land provided adequate space and permitted 
railway access with small gradients from the existing 
works, subject, however, to considerable bulk ex- 
cavation and the removal of most of one side of a hill 
to form a level area of sufficient extent. The site was 
originally as shown by Fig. 2, the lowest part being 
70 ft. below the top of the hill seen in the background. 


Geological 

The subsoil strata consist largely of carboniferous 
sandstone, shale and siltstone; some of the latter, 
while of adequate bearing capacity in the natural 


* Paper |! be vead before the Institution of Structural 
Engineers, at 11 Upper Belgrave Street, London, S.W.1., 
on Thursday, 11th February, 1960, at 6 p.m 


state, deteriorates on exposure At the low (north 
west) part of the site alluvial deposit of poor bearing 
value overlays the carboniferous strata. To avoid 
risk of settlement the foundations were mostly taken 
down to rock. 


Contracts for Excavation and Constructional Work 


The constructional work was divided into a series 
of contracts placed as information became available 
and the design work was completed. 

rhe first contract was for an access road along the 
north of the site. [he second was for the bulk excav 
ation including the railway cutting and the formation 
for the railway tracks. The bulk excavation work 
had to be done in two stages to allow the foundations 
of the mill to be started promptly, and also to permit 
the diversion of the main works water supply, which 
crossed the site, to its new position during a con- 
venient shut-down period. This diversion was the 
subject of a st parate contract 


Bulk Excavation and Site Levelling 


To obtain suitable gradients for the access by 
road and rail, very large quantities of excavation 
were necessary; a small quantity of the resulting 
material was used to raise levels over the west of the 
site and the remainder removed. Fig. 3 shows the 
progress made about three months after placing the 
contract. 

Much of the excavation was in rock. For many 
of the foundations, even very small settlements could 
not be tolerated and to reach rock the foundations 
in the north-west of the site had to be taken 15 ft. 
below the original surface and still more below the 
final surface. Under the slab bay, because of the 
very high loading to be expected, often 12 ft. of steel 
slabs, trenches 16in. wide were excavated through 
the alluvial deposit at 7 ft. centres, also down to the 
rock, and filled with mass concrete; similar trenches 
were also provided under the furnaces and other 
heavy plant. 

The section shown by Fig. 4 shows this and is taken 
east to west through the furnaces, scale pit, pumphouse 
and filter house, and shows the fill at the west end of 
the site. 

For the lighter loadings of small structures on the 
north west part of the site bored piles were used. 
Over nearly half the site of the main building no 
excavation was necessary to reduce levels, but over 
450,000 cu. yds. of bulk excavation was required over 
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Fig. 1.—Progress—Brinsworth Mill. 


the southern part of the site and in the railway ap- 
proach, which had to be in a cutting for almost the 
whole length. Of this quantity about 325,000 cu. yds. 
was in rock. 

Blasting was needed to loosen much of the rock 
which could then mostly be removed by ‘excavators 
without further breaking up. The charges were 
inserted in holes drilled from above and near to the 
working face with micro-second delays between 
fusing adjacent holes to avoid risk of damage by earth 
shock to structures some distance away. The charges 
varied, depending on the hardness of the rock, from 
30 Ib. upwards of open cast gelignite per hole. Not 
more than 150 1b. was detonated at a time and tests 
were carried out at the nearest buildings to ensure 
that the vibrations were not of a dangerous order. 

Deep and shallow land drains were run generally 
across the site from east to west and collected by an 
open main drain to the west of the site. The early 
installation of the land drains helped materially to 
keep the site clear of water during the bulk excavation 
and the later construction. 


Concrete and Reinforced Concrete Work 

The substructure of the slab re-heating furnaces, 
flues, recuperators, chimneys, roughing mill stands, 
run-out table and the complicated basement con- 
struction shown by Fig. 5, together with the forced 
air duct, scale water flume, transformer pits and the 
building foundations, was carried out in one contract, 

This section has been taken running north to south 
approximately on the line of rougher No. 4 and through 
the acid neutralisation point. 

The finishing stands, coilers and coil conveyors 
taking the coils to the coil processing bay were placed 


with another contractor when it was found difficult 
for one contractor to keep up to the programme Io! 
the substructure work. 

The mili stands foundations were generally heavy 
blocks of concrete lightly reinforced, penetrated 
number of ducts, trenches and tunnels for ser\ 
cooling water flumes and access to the holding « 
bolt bearing plates. 

For the reinforced concrete work the mix gene 
was 1:2:4, and weigh batching plants wer 
On contracts covering the mill substructur 
pit and pump house, concrete pumps were also 
The large aggregate varied from lin. maxim 
size for mass concrete and 1 in. and jin. for the 
inforced concrete work. The sand conformed to 
Class A of B.S. 882 then in force. Together with 
the various s.ructures outside the mill building the 
total concrete quantity exceeded 30,000 cu. yds 

The external face of basement walls was coated 
with a bitumen solution to keep out damp. No water 
pressure was expected because of the land drains 
provided, but all structures below ground were di 
signed for possible flooding of the sub-soil 
deeper pits for the transformers were tanked by asph 

For the bedding of the bases of heavy plant, such 
as the roll stands, expanding cement grout was used 
to avoid uneven support by shrinkage ; for concreting 
holding down bolts in their ducts or pockets, however 
fine concrete or ordinary cement grout was used. 

The foundations for the roll grinders were separated 
from the remainder of the structure by casting them 
on studded rubber matting with an air gap at the 
sides to isolate the machines from the mill vibrations 
so that the rolls could be accurately ground. 

The scale pit and pump house constructed to the 
west of the mill comprised a concrete pit S8it. x 
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Fig. 2. 


20 ft. wide by 34 ft. deep, and the pump house 80 ft. 
x 36 ft. The bottom of the pit was 45 ft. and the 
pump house floor 36 ft. below the general mill floor 
level. As the filter house was built on some 12 ft. 
to 15 ft. of selected hard fill, the filter tanks were 
founded on columns constructed before the fill was 
placed ; the fill under the house was later consolidated 
with injected grout toreduce possible future settlement. 

The 160 ft. high brick chimney of the slab re-heating 
furnaces was sited adjacent to the deep excavation 
for the scale pit, and 508 cu. yds. of mass concrete 
was required for the base of this chimney to extend 
it down to rock. 


Service Trenc hes 


A concrete service trench, varying in section, but 
generally about 6 ft. wide by 8 ft. deep, was provided 
for the pipe work and cables running the full length 
of the mill. Similar trenches extended to the pump 
house, filter house and cooling water tower, to the 
west of the mill, and also across the mill to the pickling 
covered with precast concrete 


plant these being 
units set in sand and bitumen. 

A service trench was also run from the main works 
to the north west corner of the mill under the Sheffield 


Road and another road. It was not permitted to 


disturb the Sheffield Road, so a tunnel under it was 
driven formed of Sft. diameter pre-cast concrete 


sections bolted together. The construction through 
the marl did not present any difficulties, although 
some water was present, and the space outside the 
lining was grouted to prevent settlement of the road 
and leakage of sub-soil water into the tunnel. The 
other road was also crossed by tunnel, but this was 
of box form constructed by cut-and-cover. 


Floor Finishes 


The floor in the motor room was finished with oil- 
resistant tiles. The concrete floor adjacent to the 
mill machinery was finished with a non-slip screeded 
surface treated with a surface hardener. 

In the slab storage bay, where the loading from 
the slabs over the area of the stack may be up to 
1} tons per sq. ft., 9in. of ungraded slag was covered 
with a further 6in. of crushed slag, blinded with 
dust, except for the area where the slabs are prepared, 
which was covered with large pre-cast concrete slabs 
44in. thick to allow for subsequent relevelling as 
might prove necessary. 

In the coil bay the part of the floor area which 
had been excavated was finished with Prodorite tiles 
laid on a concrete slab. The part which had to be 
filled to level was finished with Stelcon slabs laid on 
sand and slag so that a level surface could be restored 
in the event of undue settlement under the very high 
loading. 
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Fig. 4._-East-West Section. 


Pickling Plant 


The pickling plant was constructed to the south 
of the mill building, together with the acid recovery 
treatment plant. This work was complicated by the 
need to transfer one line of pickling tanks from th: 
present works with the minimum of interruption and 
then complete the new second line while the first was 
in operation. This area is in excavated ground and 
did not involve very deep foundations, but there 
were some 300 ft. of service trenches, similar to those 
in the mill, connecting the pickling plant to the acid 
treatment plant. 

In case of accidental spillage or leakage of acid, 
sulphate resistant cement was used for all the concrete 
of the substructure. 


Roads 


The roads were generally 20 ft. wide between pre- 
cast curbs, with a base of 6in. of rolled crusher run 
slag over 6in. of rolled bank slag. The finish was 
sin. of bitumen-coated slag chippings on 3in. of 
coarse bituminised slag. The formation was ex- 
cavated to fall to one side where a land drain was 
provided outside the line of the curb. 

Where levels were raised, the filling was selected 
surplus granular material or broken rock to minimise 
future consolidation, and settlement was thereby 
kept to low values. Nevertheless, it was unavoidable 
that some of the roads at the west of the site, where 
the filling was deep, would settle and need resurfacing ; 
however, this did not prove extensive. 


Railways 


The railway track was provided to main line stan- 
dards owing to the severe loading conditions and 
consisted of 109 lb. per yd flat bottom rail with cast 
iron baseplates, elastic spikes and tanalised sleepers. 


The rails were thermit welded at alternate joints, 
except at turnouts, so that rail joints are generally 
120 ft. apart. This was done principally to obtain 
more experience on reduced maintenance without 
necessitating the extra cost of the usual precautions 
needed with long welded rails. 


Grange Lane Bridge 


In order not to interrupt the use of a private road 
way and public footpath crossing the route of the 
approach railway and yet to enable the latter to be 
constructed, the bridge was built before the bulk 
excavation was done below for the railway cutting 
This involved constructing the foundations at the 
bottom of holes about 24 ft. deep, constructing the 
piers and the bridge practically level with the sur 
rounding ground and then excavating for the railway 
tracks between the piers. The existing water mains 
were diverted to come under the bridge at the correct 
levels and alignment before the construction of the 
bridge was commenced and were then carefully trans 
ferred to slings from the bridge before the soil was 
excavated below. 

Fig. 6 shows the re-located water mains and h.t. 
electric cables just below the then existing surface 
of the ground, and temporarily supported to enabl 
the bridge piers to be sunk below them; Fig. 7 shows 
the bridge finished. 

The bridge was designed in normal reinforced 
concrete because of heavy commitments elsewher: 
at that time for the supply of high tensile prestressing 
steel. It is designed for M.O.T. highway loading and 
constructed throughout of vibrated concrete of 1 : 2:4 
mix and low water/cement ratio to give resistance 
to the acid atmosphere in this area. Because Messrs. 
Steel, Peech and Tozer are now largely using diese! 
locomotives, no smoke baffles were provided, but this 
proved a false economy as a steam crane promptly 


Fig. 5.—-North-South Section. 
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Fig. 6.—Bridge under Construction, December, 1955. 


caused smoke marking of the newly concreted beams. 

The handrailing, made of steel tubing and welded 
steel panels, was shot blasted and aluminium sprayed 
to reduce subsequent maintenance painting. It was 
not painted and after the first year was not much 
discoloured. In a future similar case, however, the 
Authors would favourably consider a clear varnish 
finish. It was designed to be removed in sections 
in case of damage 


Amenity and Office Building 


This building, in the foreground of Fig. 8, was 
planned to provide offices for the mill management 
on the first floor and amenities for the mill operatives 
on the lower level; it was sited so that the entrance 
is at the level of the service road and the first floor 
level with the floor of the mill. The welfare facilities 
provide for a total of 640 men and for an increase 
in the future to 896. 

The building was carried on 65 No. 17 in. diameter 
bored concrete piles, taken to rock approximately 
18 ft. down. Short extensions were constructed above 
ground up to floor level and fillmg was placed round 
them ; the ground floor slab and beams were cast on 
this but designed as suspended to provide against 
settlement. The tower contains the water storage 
and air conditioning plant. 

The first floor and roof are of solid reinforced con- 
crete slabs and beams carried from the substructure 
by reinforced concrete columns. 

‘The concrete for the bored piles was of 1:14:3 

mix and all other reinforced concrete work was of 
1:2:4 mix. A plasticiser was incorporated in the 
concrete for the superstructure to assist placing of 
the high strength low slump concrete, which was 
compacted by internal vibration. 

Close fitting formwork was used for the Ist floor 
and roof slabs and the exposed sides and soffits of 
beams; these surfaces were rubbed down on striking 
the formwork and plastering of ceilings was omitted. 

The ground floor slab was sealed by a bituminous 
membrane to prevent lifting of the finish by vapour 
drawn through the slab. 

To obtain improved resistance to the acid atmos- 
pheric conditions the mortar was generally 3:1: 12 
cement : lime : sand, with the addition of a plasticiser. 
Below ground level, 1:3 cement : sand mortar was 
used. 


Window frames are of steel 
galvanising, phosphating and 
with usual finish of decorati 
external steel work, such as a 
blasted and sprayed aluminiun 

The panels between the artific urrounds 
and mullions were faced with black vitreous tiling 
with white lead pointing 

As protection against dam] and to retal the dis 
coloration of the building by smoke and lust all 
external brickwork and artificial stone surfaces were 
sprayed with silicone 

Services were generally located in ducts in the ground 
floor slab, or concealed by demountable false ceiling 
over the ground floor main corridor 

The work was carried out during a 
of skilled labour in the area and t 
information was available at th 
but working overtime, which wa ] 
cost being less than the interest on the 
resulted in the subsequent rapid progr 
Fig. 1. 


Mill Installation 


The two furnaces are of th [wo-Zone fired 
continuous type, designed to heat slabs 28 ft. 6in 
long by 3in. thick and up to 19 in. wid: Designed 
output for each furnace is 60 tons per hour and they 
are capable of a maximum output of 75tons pet 
hour. Each furnace is 60 ft. long and 30ft. 6in. 
wide, and fired with special low sulphur fuel oi Phe 
burners are of the Rust Back Atomising ty nine 
of high capacity being provided in the tonnage zone 
and eleven of low capacity in the soaking zon 

The combustion air is wholly preheated in Schack 
Flue Tube Recuperators, the waste gas passing through 
tubes while the air passes over the outsides in counter- 
flow direction. Dampers are provided to permit 
the recuperators to be isolated for maintenance work. 

Both furnaces are connected to the chimney r 
ferred to earlier which is 9 ft. lin. to 7 ft 


6 in. dia 
meter ; it is provided with a mid-feather wall at the 
base to prevent baffling when both furnaces are in 


use. Each furnace has a cold air fan and a waste 


gas fan of 22,000 c.f.m. and 70,000 c.f.m. capacity 
respectively at 15in. w.g. and 2:5in. w.g. Each 
zone of the furnace has a temperature controller 





Fig. 7. 


which automatically adjusts the oil, steam and air 
and comprehensive instrumentation is provided to 
ensure even distribution of the temperature. 

Slabs are placed by overhead crane on the depiler 
grid surmounting a weighing platform. A hydraul- 
ically operated stack buffer is used to true up the 
piles of slabs and a depiler pusher, exerting a force 
of 7}tons, with a stroke of 8 ft. 2in., pushes the 
slabs on to the depiling platform. The depiler plat- 
form is 29 ft. 4in. long by 234 in. wide and is raised 
and lowered by rack and pinion gear, driven through 
worm reduction by a 50h.p. motor. 

The depiler platform is lowered until only the 
top slab is level with the furnace charging tables, 
the top slab is then pushed on to the furnace charging 
table. Each furnace is provided with a twin pusher 
exerting a force of 90 tons with a working stroke of 
6 ft. 6 in. 

The furnace discharge table is 132 ft. long and 
discharge bumpers are provided opposite each furnace. 
The shock of arresting the discharged slab is absorbed 
by friction type springs within a cylinder. 

Any slabs distorted when discharged from the 
furnaces are rejected by gear placed between the 
two furnaces. 

The mechanism for turning the slabs on edge before 
entering the horizontal edging stand is driven by 
a 50 h.p. motor through worm reduction gear. 

The function of the horizontal edging stand, situ- 
ated 42 ft. from the centre line of No. 2 furnace, is 
both edging and scale breaking. The water-lubricated 
roll bearings to this stand are of a synthetic resin, 
the rolls being driven through a Wellman Bibby 
coupling by a fly-wheel assisted 350h.p. slip-ring 
induction motor and spur reduction gear to give a 
roll speed of 35-39 r.p.m. 

A second manipulator follows the horizontal edger 
to turn down the slabs. From the horizontal edger 
to No. 1 roughing stand is 39 ft. which is sufficient 
to allow free run between the two stands. 

Four roughing stands (Fig. 11) are placed so that 
there is free run between the first, second and third : 
the third and fourth are close coupled. The stands 
are two high with Pearlitic alloy spheroidal graphite 
rolls 24 in. long and 21 in. dia.; the roll bearings are 
synthetic resin, water lubricated and have automatic 
oil injection to prevent corrosion when standing idle. 

Motors driving the four stands are respectively 
one 700 h.p. slip ring induction flywheel assisted, two 
1,200 h.p. 428r.p.m. synchronous and one 1,200 h.p. 
variable speed D.C. motor to permit speed matching 
of No. 4 rougher to No. 3. Wellman Bibby couplings 
connect the roughing mill motors to their reduction 
gears, 
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A two-roll, overhung type, vertical edger is placed 
immediately in front of No. 3 rougher, the rolls being 
of indefinite chill quality Adamite alloy. The edger 
main drive is provided by a 150h.p. motor through 
spur reduction gear and each housing traverse drive 
is by a Sh.p. motor. The complete edger assembly 
can be traversed on the baseplate by a 7} h.p. motor. 

The roughing mill roller tables are water cooled 
from spray headers situated below roller level, the 
sprays being normally automatically controlled through 
a magnetic valve initiated electrically when the load 
comes on No. 4 rougher, shown in Fig. 13 with the 
furnaces behind. 

A flying shear is located 151 ft. beyond No. 4 rough- 
ing stand for cropping the leading end of the strip 
before it enters the finishing stand, and also for tailing 
the end of the strip. The shear, which is of the retary 
drum type, is capable of cutting off strip up to 18 in. 
wide and 1 in. thick at strip speeds up to 450 ft. per 
minute. Cropped ends fall into a steel chute and 
are collected in boxes below the roller table. 

The roller table between the flying shear and the 
vertical edger is fitted with an adjustable switch and 
piler for the disposal of any cobbled strip ; this can be 
cut up into suitable lengths by the flying shear. A 
cobble coiler, provided near No. 6 finishing stand, 
consists of a vertical coiler, tensioning rolls and a 
shear. 

Two 20-in. vertical edgers are installed, one in front 
of No. 1 finishing stand, and one between Nos. 2 
and 3 finishing stands; both are of the vertical two- 
roll overhung type, and the main roll drive is by 
75 h.p. motors. 

The first of the six finishing stands is 48 ft. beyond 
the flying shear. These are four-high stands, having 
work rolls 14in. dia. and 23in. long of indefinite 
chill Nironite alloy in the case of Nos. 1, 2 and 3, 
and of indefinite chill Manganite alloy for Nos. 4, 
5and6. The complete work and back-up roll assembly 
can be traversed sideways by a hydraulic cylinder. 
The work roll bearings are Timken four-row tapered 
roller type, and the back-up roll bearings are of Skefko 
four-row parallel roller type. No. 1 stand is driven 
by a 1,200 h.p. variable speed D.C. motor having a 
speed range of 425/650 r.p.m. which is coupled to a 
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Fig. 8.__This building contains an amenity centre on 
the ground floor and mill management offices on the 
first floor. 
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Fig. 9.—Progress of erection of steelwork of mill and mill motor bays 
by 7th August, 1956. 


spur reduction gear of 6-47 to 1 to give a roll speed 
of 77:5 to 155r.p.m. Motors for Nos. 2, 3, 4 and 5 
stands are 1,750h.p. variable speed D.C., coupled 
to spur reduction gears, except for No. 5 which is 
driven directly. No. 6 stand is also driven directly 
but by a 1,200 h.p. variable speed D.C. motor. 
The motors of the first four stands are connected 
to their reduction gears by Wellman Bibby 
couplings. 

Loop lifters are provided between each of the finish- 
ing stands, and can be operated manually, auto- 
matically or semi-automatically. Under automatic 
operation, initiation is by load relays, with a speed 
connection circuit which corrects the main drive 
motor speeds to bring the loop to a pre-set value. 

High pressure de-scaling equipment is located in 
front of Nos. 1, 2 and 3 roughing stands and in front 
of No. 1 finishing stand. A pressure of 1,500 Ib/sq. in. 
is provided by a multi-stage centrifugal pump having 
a capacity of 400 gallons per minute. The water 


supply is filtered and drawn from an overhead tank 
to give a positive suction head. 

The run-out table from No. 6. finishing stand to the 
pinch rolls, preceding the No. 1 coiler, has a length of 
160 ft. with 105 rollers. 35 motors each drive three 
rollers through Vee belts and are controlled in three 
groups by variable frequency speedmasters. Cooling 
sprays are provided to ensure that the strip reaches the 
coilers at the desired temperature. 

Thickness gauging is carried out by radioactive 
absorption technique. The radioactive source, pro- 
vided from the atomic piles at Harwell, is located on 
the run-out table, and a detector unit is mounted 
above the strip in a water-cooled housing.The amount 
of radiation reaching the detector is dependent on the 
thickness of the strip. The deviation of the actual 
thickness from the desired thickness is indicated on a 
dial in the finishing mill pulpit, and any variations show 
as red, amber and green lights and a permanent record 
is provided by a teleprinter. 


rig. 10.—Motor room—general view. 
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Fig. 11.—-View of mill from furnace end. 


An optical width gauging device follows automati 


cally the two edges of the strip ; deviation from 
standard is indicated on a 36in. dia. dial above the 
run-out table. 

Two 20 in. coilers are provided and are driven by 
175 h.p. motors having speed control from zero to 
1620 r.p.m. The nine cluster rollers are operate d by 
air cylinders, thus providing a resilient medium to 
absorb the shock of the entering strip. The coilers are 
preceded by pinch rolls which maintain tension in the 
strip after the tail end has left No. 6 finishing stand. 

Compl ted coils are pushed off the coiler drum by 
push-off gear on to a travelling carriage with a down- 
ender arm which tilts through 90°, turning the coil 
into the horizontal position. The coil is then lifted to 
permit the down-ender to be withdrawn and the 
lowering of the coil lift places the coil on a conveyor 
which then moves forward. These operations take 
place automatically, timed by a series of limit switches. 

The total length of the coil conveyor is 634 ft. and 
is in three sections, each driven through a Vulcan 
Sinclair fluid coupling worm reduction and spur 
reduction geal The first 40 ft. section has a conveyor 
speed of 60 ft. per minute. The coils are transferred 
from the first to the second sections of the conveyor, 
which are at right angles, by means of a whirligig 
consisting of a four-armed turntable, mounted on a 
vertical spindle having both vertical and rotational 
motion The conveyor places the coil on one arm of the 
whirligig, which is lifted and rotated and lowers the 
coil on to the second section of the conveyor. At the 
end of the 183 ft. long second section is a similar 
whirligig. Two coil bundling stations are provided in 
the third section. At the extreme end of the conveyor 
system there is a gravity conveyor to receive any coils 
which may not have been removed from the power- 
driven conveyor. 


The inspection line is designed to uncoil and re-coil 
strip at a speed of 150 ft. per minute, and has a capa- 
city of 19 in. wide and 0-25 in. thick. It consists of a 
take-off reel, a pinch roll and leveller unit, roller tables 
shear, tension reel, and coil handling equipment 

Two sets of equipment are installed for cutting 
length and can deal with a width of 18 in. and leng 
from 2 ft. to 30 ft. Each set consists of coil handling 
equipment, uncoiler, 3-roll flattener, an edge trin 
unit, scrap cutter, scrap shute, strip levelle1 
shear, belt conveyor, pinch roll unit, piler, sid 
roller tables and weighbridge. 

The estimated total water consumption of the mill 
in full production is 608,000 gallons per hour, of which 
the run-out table and coiler cooling take 240,000 and 
the furnace cooling 102,000. Because there was little 
spare capacity in the existing main works river water 
supply a re-circulation system was used and only the 
necessary make-up water, approximately 30,000 gallons 
per hour, is taken from the existing supply. The scale 
water is kept separate from the furnace water to 
avoid contamination ; the latter is drawn from the bas¢e 
of the cooling tower by a pump of 2,000 g.p.m. capacity. 
A similar pump is provided for returning the water to 
the top of the cooling tower, and automatic arrang 
ment is provided for supplying water from the main 
works supply in emergency. The scale water flows by 
gravity below the floor of the mill in a flume lined 
partly with cast iron and partly with silica tiles, and 
passes at a depth of about 15 ft. into the scale water 
settling pit from which the scale is grabbed and 
returned to the melting shop (Fig. 14). 

Approximately 35,000 lb. per hour of waste heat 
steam is used at a pressure of approximately 180 lb 
sq. in. and is provided from the main works. It is 
used for heating the fuel oil to an automatically 
controlled atomising temperature of 225°F., shop 
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Fig. 12._-General view of the coil bay, showing part 
of the 600 ft. long coil conveyor on left. 


heating and scale blowing at the finishing mill roll 
stands. It is also used in the amenity and office 
building through a calorifier and heat exchanger with 
circulating pumps for hot water supply and radiators 
and warming the ventilating air for which ducts are 
provided throughout the building. The air intake is 
in the tower where the air is first passed through an 
oil filter to remove suspended matter and is then 
warmed, with thermostatic control, and forced into 
the duct distribution system with sufficient pressure to 
provide a slight plenum and prevent draughts at door- 
ways [he heating system is also provided with 
thermostatic controls reducing the need for frequent 
attention. 

The fuel oil is supplied from the main works’ ring 
main at yressure Of 180 Ib/sq. in. 

An air compressor of 750 cu. ft. per minute capacity 
was installed. Only a fraction of this quantity is 
required for the mill; the large compressor was in- 
stalled to supplement the main works compressors 
which were becoming overloaded. 

Oxygen, which is mainly used for de-seaming slabs, 
also coke oven gas, is obtained from the main works. 
Supply of water for the fire hydrant system is obtained 
from the Sheffield Corporation mains because of it 
being of adequate pressure to reach the higher parts 
of the roof without the use of pumps. 


Electrical Installation 


Electrical power supply is at 11,000 volts, to a 
thirteen-panel 250 m.v.a. compound filled metal-clad 
switch-board located near the centre of the motor room. 
The rectifier house adjacent accommodates 7,000 k.w. 
of grid controlled rectifiers, giving 360/600 variable 
voltage D.C. and 1,000 k.w. of constant voltage recti- 
fiers for 230 volts general power for overhead cranes 
and auxiliaries. All the rectifiers are of the multi- 
anode mercury arc type. 3ower transformers of 
capacity totalling 15,000 k.v.a. are located in open- 
fronted compartments at basement level below the 
motor house floor and adjacent to the switch and 
rectifier rooms. Lighting in the production bays is of 
the blended type, 400 w. mercury vapour and 1,000w. 
tungsten type. Fluorescent lighting is installed in the 
roll shop, motor room and repair shop. 
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The project was carried out under the direction of 
Mr. V. Watkins, Chief Engineer, with Mr. J. Waller 
and Mr. L. Parkin responsible respectively for the 
mechanical and electrical work. The Authors were 
responsible for the design and supervision of the civil 
and structural engineering work below rail level and 
some structural work in buildings and bridge above. 
The United Steel Structural Company were responsible 
for the mill building and the structural steel dealt with 
in Part 2. 

The constructional contracts and contractors were as 
follows : 

North access road; Arthur Cooper & Sons Ltd. 

Bulk excavation ; Sir Alfred McAlpine & Son Ltd. 
Main concrete work in mill; George Longden & Sons Ltd. 
Diversion of existing water mains ; Jeavons & Co. Ltd. 
Railway track ; Industrial Sidings Ltd. 

Grange Lane Bridge and Weighbridge Pit; Arthur 

Cooper & Sons Ltd. 

Additional concrete work in mill; Sir Alfred McAlpine 

& Son Ltd. 

Scale pit & pump house ; Sir Alfred McAlpine & Son Ltd. 
Tunnel under Sheffield Road, et Henry Boot & 

Sons Ltd. 

Fencing ; Darlington Fencing Co. Ltd. 
Piling for amenity & office building ; 

Co. Ltd. 

Concrete substructure of ditto; 

& Son Ltd. 

Superstructure of ditto ; Bovis Ltd 
Substructure of pickling plant and acid recovery plant ; 

Henry Boot & Sons Ltd. 

In addition, various items of work were carried out 
by nominated sub-contractors, of which the following 
are examples 
Murex Ltd. ; Thermit welding of rails. 


Cementation 


Sir Alfred McAlpine 





Fig. 13.—View taken from finishing stand, looking 
towards the roughing stands, and the slab furnaces in 
the background. (About September, 1957). 
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Cementation Co. Ltd.; Injection of grout for con- 
solidation of fill in filter house area. 

Brightside Engineering Co; Heating and ventilation 
of amenity and office building. 

Workington Iron & Steel Co. ; 
fastenings. 


The cost ol the 


Railway rails and 


whole project was approximately 
f4m. The total the constructional work in- 
cluding the amenity and office Building, but excluding 
the mill building and other work above rail level, was 
approximately £1,100,000. 


cost of 


Other principal contracts were 
Loewy Engineering Co. Ltd.; Mill machinery. 
English Electric Co. Ltd. ; Electrical installation. 
Stein & Atkinson, Ltd.; Furnaces. 


PART II. 


by N. Lancaster 


Superstructure Steelwork 


When the opportunity occurs to produce a super 
tructure design for steelwork plant buildings on a 
cleat endeavour must be made to take into 
careful consideration many features, all of which will 
degree affect the efficiency of the 
structure in respect of its designed purpose. A building 
structure may be regarded as a design subject strictly 
the basis of current requirements ; however such 
buildings have relatively long lives, and in the course 
of such life it is almost certain that changes will be 
required in order to comply with the development of 
working techniques and changes in processing methods. 
For instance, it may become necessary to remove 
columns here and there and consequently provide 
] span cran girders in order to simplify the 
organisation of a particular modification to production 
Alternatively, it is not unknown for a general upgrading 
of crane capacity to be requested over a part, if not 
the whole, of a bay or bays to accommodate modernised 
plant 


site, every 


in greater or lesse1 


on 
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It is now the general practice to provide a more 
spacious layout of buildings than was formerly the 
This is a desirable feature from several points of 
view as production is assisted and plant and building 
maintenance considerably eased in consequence. In 
the case under consideration it was decided to employ 
comparatively wide bays with a roof form which 
provides at once for adequate natural ventilation and 
lighting. Further, the problems associated with roof 
drainage and particularly in respect of multi-bay 
buildings are facilitated and the employment of the 
form of construction to be described results in a final 


case 
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arrangement having a number of advantages over mort 
conventional outlines. 


Apart from providing clear spans and a generally 
open aspect to the buildings, maintenance work in 
respect of superstructures and plant, including cranes 
is considerably eased by careful consideration of 
stairways and access platforms so that safe and easy 
access may be obtained to the various positions at 
which work is to be done. This is particularly necessary 
for work on cranes where good lighting and a safe 
working position is an absolute necessity. 
ditions apply in a comparative degree to all work 
which has of necessity to be done above floor level! 
and the provision of satisfactory means to this end is 
most important. 


Such 


con 


The mill buildings have been designed throughout 
in a “simple” form and continuity through a trans 
verse or longitudinal section has been discounted. Th« 
various features noted above have been employed in 
the strip mill buildings considered in this paper 

“ Fitness of purpose ’’ has been taken as a basi 
the primary development and the subsequent design 
and construction of various structures erected by 
United Steel Companies for many years and 
experience gained has culminated in the production 
of the layout of the steelwork for the strip mill. 


for 
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The general layout of the several bays is shown in 
Figs. 10, 11, 12 and the diagram Fig. 15. Of the four 
longitudinal bays each approximately 800 ft. long 
the motor house has a roof span of 46 ft. 6 in. and th « 
mill bay 56 ft., the slab bay 96 ft. and the coil bay 
106 ft. 

The roof covering consists of 
and the side and gable cladding are in Robertson 
Protected Metal Sheet with the exception of the 
frontage of the motor house which is in brickwork. 
This wall is self-supporting in respect of dead weight 
and has steel framing to provide satisfactory lateral 
support against wind loading. The roof construction 
is generally of lattice girders carrying Castella roof 
beams, and natural lighting is provided by glazing th 
entire vertical surfaces of all the main roof spans. 
The roof outline is in High-Low construction consisting 


Robertson Q-Deck 


] 


of alternate high and low bays providing a high valu 
of illumination throughout the entire length of the 
building (Fig. 16). Natural ventilation is provided by 
the use of 48 in. throat Robertson ridge ventilators 
applied to the roof surfaces as required, especially ove1 
the mill area. 

In general the columns are of latticed construction 
involving the use of wide flange beams with roof legs 
of Castella construction similar to that employed for 
the roof beams. The crane girders are in all welded 
construction throughout having a single web, and ar« 
designed to be self sufficient for all the horizontal and 
vertical forces which may be applied to them during 
work. The cranes in each of the bays are as indicated 
in the Table. 
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Fig. 14.._-Water used in the mill cooling and scale 
flushing systems returns to this large scale pit, where 
the scale is allowed to settle out. 


Walkways for access along the lines of columns are 
provided by spacing the crane legs apart sufficiently 
to allow a 6 ft. wide walkway at 20 ft. above floor level 
for the full length of the buildings. Crane access is 
obtained from these walkways and provision is made 
for cleaning the interior surfaces of the glazing in the 
roof. Access to the electric lighting fittings is obtained 
from the same galleries. 

It is thought that some of the features of detail 
design may be of interest and information is given in 
respect of these items in the following paragraphs, and 
whilst the principles suggested are those in general 
usage for work of this type, specific details apply to the 
strip mill buildings with which we are concerned. 


Roof Construction 


Lattice roof girders are positioned at 34 ft. 9 ins, 
centres throughout the mill, slab and coil bays, each 
alternative group of roof beams being at the high 
level and the sections are of Castella form spaced at 
approximately 13 ft.6ins. centres to span between 
the latticed members and they in turn support 5 ins. 
and 6 ins. deep angle and channel purlins on which 
the decking is laid. The Castella sections are 15 ins. 
deep overall and are made from 10ins. x 5 ins. 
R.S. J. 

Such a roof, particularly with the glazing in the 
vertical faces gives a high level of natural lighting. 
Adequate ventilation is provided by positioning the 
ventilators appropriately on the high level portions 
of the roof. The heated air is speedily disposed of and 
the system lends itself to a wide range of ventilation 


requirements. Overall this construct 
found to be an economic answer to 
associated with lighting and ventilati 
of this type and the use of Castella 

spans up to 80 ft./100 ft. between main 

covered with a minimum of steel in the construction 
Spans of extreme length such as those mentioned may 
not be desirable in many cases but the opportu 
covering such spans is afforded by thi 

desired. The depth of the main 

of the order of 10 ft. Sins. over n 

ample opportunity for the employment 

glazing despite the presence of a walkway 

to the foot of the glass for yr pl 

wide “‘ spread ”’ of light from 1 

counter the shielding effect 

of course in open mesh steel 

The roof areas generally hav ry low ] 
this is provided by cranking the Castella roof 
mid span, the high bays being cranked upward and the 
low bays downward at midspan to provid 
posal of rainwater. Consequently th 
of surface water is along the valle 
roof areas. Further, a probl m tre 
in steelworks buildings is that cor 
of dust deposits on the roof lad I 
items of adjacent plant. In cases where this deposit 
severe it may be advisable to employ a steel pl 
which will allow for the use of brooms, sho 
barrows for the removal of the dust. However, 
case under consideration it was not antici 
the dust level would be very considera! 
decking roof does permit of normal walking 
and the use of brooms to clear away the material. 
Shovelling or barrowing of course cannot be allowed 
with this form of deck construction as it would in 
many cases injure the weatherproofing severely. 
Purlins on the 34 ft. 9 ins. span roof beams were used 
in this case to accommodate the span of the roof 
decking, but it is frequently possible to eliminate the 
use of purlins by adjusting the node points of the main 
roof girders so that the beams may be spaced at 
centres corresponding with the permitted span of the 
roof decking and consequently purlins may be elimi 
nated. 

In circumstances where it is not possible or not 
desirable to take rainwater discharge directly to the 
ground from the valleys in the low portions of a roof 
of this type, use may be made of a pressed steel gutter 
often of copper bearing steel and having a sole width 
of 2 ft. to 2ft. 6 ins. and a minimum depth of 6 ins. 
Such a gutter will adequately cater for a very large 
discharge of water and can also be used as an access 
and cleaning walkway as it is capable of spanning 
considerable distances without intermediate support. 
On those occasions where the gutter may form an 
outside eaves member, bandrailing may be attached to 
the outer side of the gutter so that safety to personnel 
is provided, and in addition the tubular handrails at th 
top and in the centre may be arranged for the supply 
of water for cleaning purposes and in the case of 
lighting walkways inside the building the second 
handrail may be used as a conduit for electric wiring 
to the artificial lighting system. In respect of the 
glazing cleaning walkways on the strip mill buildings, 
these were placed on the inside of each bay and access 
to them is obtained from the low roof areas by means 
of doors suitably formed at the ends of the spans. 
Where process heat is not of such magnitude that larg: 
ventilators on the roof become necessary, the end 
spaces at the gables of the high portions may be filled 
with louvred ventilators and the opportunity 1s 
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Fig. 15._-Brinsworth Mill 


presented for addition to such ventilation by placing 
louvres to replace the end panels of vertical glazing. 
Generally the gable spaces are sheeted. 


Castella beams 


The problem of the economic treatment of large 
spans under light loading is considerably eased by the 
employment of these beams. In fact they provide a 
means of covering long spans either in the form of 
roof beams, windgirders, walkway supports, lighting 
galleries, pipe bridges, and vertical side framing mem- 
bers and in the case of this series of buildings even 
roof legs for the columns, with a minimum expenditure 
of material and workmanship and consequently provide 
an economic answer to these problems. This patented 
method of construction has in recent years achieved 
a tremendous popularity entirely on its merit as a 
structural system, and it is now used very widely in the 
industry for many purposes. Its efficiency under 
conditions such as those described above is reflected in 
the of the system in many steelwork contracts 
where the improved characteristics of the section 
may be exploited. 


use 


Crane Girders 


Crane girder design on steelworks superstructures 
in particular is a problem which must be solved upon 
the results from analysis of, and tests performed on 
actual girders in work. In addition special consideration 
should be given to the possible future requirements of 
the various bays in view of the fact that for many 
reasons in recent years the dead weights of cranes 
for a given lifting capacity have increased very con- 
siderably and the problem cannot be solved by the 
simplest approach. One of the most difficult assess- 
ments to make concerns the transverse loading on 
gantry girders from the cross travelling motion of the 


BAY 


The Structural Engineer 


PLANT 


5 ne 


well 
ond 


OESE AMING 


general layout 


ich 
How 


ot steelwe 


crab. It is possible to obtain empirical values for 
loading from certain published specifications 

ever it is well known that in the « 
plant operation these values for transverse g 
loading are often exceeded. The design of the gantry 
girders in the buildings under consideration has been 
approached in this way and the transverse surge load 
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taken as 10 per cent of the weight of the crab plus the 
lifted load. This figure is generally applicable to 
average production cranes. Nevertheless in cases wher 
grab cranes on long falls, or cranes carrying long length 
bars where pendulum action is a distinct possibility 
the surge values required may be extended up to 
30 per cent of the above summation. 

All sections of gantry girders are proportioned so 
that they will resist all vertical and transverse forces 
which may be applied to them in work and walkways 
and the like which may be established at crane girder 
levei are not censidered to take an active part in the 
properties of the sections so designed. Walkways of 
this kind however can be taken into consideration as 
a lateral stiffening member enabling a higher unit 
permissible compressive stress to be used in the top 
flanges. All girders are designed as simple supported 
spans. Transverse surge loading is assumed to be 
taken entirely by the top flange of the girder. This 
approach results in an asymmetric section which by 
suitable adjustment of the flange dimensions produces 
a section of high efficiency. Crane girders are invariably 
manufactured in all welded construction which also 
tends to the production of an efficient section. In the 
case of girders up to 5 ft. deep, flat section web stiffeners 
are employed. Over this depth, it is usual to employ 
the half of a Castella channel or joist as stiffeners. This 
form of construction possesses a very high transverse 
inertia and can produce considerable economies in 
steel compared with flats for stiffener sections on 
deep girders. 
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Fig. 16.—Sectional elevation of medium width hot strip mill building. 


Consideration is given to track maintenance in 
respect of rail changing by the provision of suitable 
clips for the attachment of the crane rails. All rails are 
provided in lengths of approximately 60 ft. and are 
puddle welded at the joints, thereby eliminating the 
rail joint effect which is a common source of trouble 
on such gantries. This method has simplified rail 
changing very considerably and has proved to be 
completely satisfactory over a number of years. If 
the necessity should arise for the replacement of a 
length of rail such a change may be made very simply 
and quickly 

An important point in respect of crane gantries for 
use under arduous conditions is that lineability of the 
track must be maintained at all times. Therefore, 
arrangements should be made on the column caps and 
in the ends of the crane girders to allow for some lateral 
adjustment in lining up the girders after erection. The 
holding down bolts to the crane caps are in general 
unsuitable for the transmission of the forces concerned 
and this function may be taken over by stiff diaphragms 
between the bearing stiffeners of the crane girders and 
the flanges of the roof legs of the columns, or in cases 
where the gantry is in the open air and no roof leg is 
provided, a suitable bracket may be arranged to trans 
mit the transverse loading and to fix the girders 
laterally [he diaphragms or brackets should bx 
fixed by high strength friction grip bolts, or by welding 
at site. Welding between the top flanges and the webs 
is calculated on the basis of the vector sum of the 
gross end shear and the individual wheel load shear. 


Consequently the fillets between the web and the top 
flange are often of a different section from those 
connecting the web to the bottom flange. 


High Strength Friction Grip Bolts 


Increasing use is being made of these fasteners 
particularly as a replacement for site riveting or 
turned and fitted bolts. The capacity of this form of 
bolt is more than equal to the fastener which it r 
places. It is not affected by vibration and is capable 
of accepting load in terms of shear or shear plus axially 
applied tension as may be encountered in crane girder 
brackets and moment connections in general Site 
work, maintenance and erection of steelwork is con- 
siderably simplified in consequence. In cases where 
trouble is encountered in the older type of riveted crane 
girder where arduous service conditions have loosened 
flange plate rivets, replacement by high strength 
friction grip bolts has entirely eliminated the troubk 
and has in consequence reduced maintenance work to 
a very considerable degree. In fact it is difficult to 
imagine a situation in which a rivet or turned bolt can 
compare in efficiency with this up to date connector 
Many connections in the strip mill buildings have 
been made with these bolts. 

The notes prese nted above in respect ol the steel 
frame construction are by no means comprehensive 
but it is hoped that they will be of interest to those 
concerned with the design of steelworks superstructures 
in particular, and to many whose problems are not 
directly in this field of endeavour. 
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International Association for Bridge and Structural 
Engineering Publications, Vol. XVIII, 1958. (Zurich : 
Verlag Leemann, 1959). 94 in. x 6} in. 296 + viii pp. 

The eighteenth volume of ‘“‘ Publications ’’ contains 
thirteen papers, of which nine are in English, three in 
French, and one in German, all the papers having 
titles and summaries in English, French and German. 

Amongst the papers included in this volume are 
the following :— A method for analysing deformations 


Review 


of plane trusses, general instability of low framed 
buildings, the influence of residual stress on the 
carrying capacity of eccentrically loaded columns, 
calculation of prestressed concrete members according 
to the strain theory, stability of rib-reinforced cylindri 
cal shells under lateral pressure, an experimental study 
on model continuous beam bridge with steel deck, 
cyclic loading of portal frames, and analysis of thin 
elastic shallow segmental shells. 
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Folded Plate Construction : 
An Investigation of Collapse Conditions 


* 


by A. R. Dykes, B.Sc., A.M.LStruct.E., A.M.LC.E., A.R.CS.T. 


1. Synopsis 


Stressed skin construction of the folded plate type 
is not used to any great extent in Great Britain, and 
one reason for this may be the lengthy calculations at 
present used in design. The paper anticipates the 
possibility of design on an ultimate load basis and 
describes an investigation into the collapse conditions 
of small roof structures in reinforced concrete. 

A brief outline of the experimental work is given. 
The measured ultimate loads and collapse forms show 
good agreement with those obtained by theoretical 
analysis using the fracture line theory extended to 
include the effects of primary membrane forces. 


2. Introduction 


In the field of stressed skin construction, much 
attention has been directed towards cylindrical shells, 
and the roof structures known variously as Folded or 
Hipped Plates or Faltwerke have not been given the 
consideration they deserve. Where use has been made 
of this construction, design is approached from an 
elastic basis and may have a complexity which makes 
it less than satisfactory. 

A method of design for reinforced concrete slabs based 
on the form in which they finally collapse has been 
gaining in popularity and is being widely used, particu- 
larly in the Scandinavian countries. This Yield Line 
or Fracture Line method was developed in Denmark by 
K. W. Johansen? and is now recognised in Great 
Britain by its inclusion in the recommendations of the 
1957 revision of B.S. Code of Practice 114. The method 
gives a very simple and realistic approach to problems 
which have hitherto been solved after considerable 
mathematical labour or by the use of empirical methods 
all involving assumptions regarding the behaviour of 
the material which are not always borne out in practice. 

No attempt appears to have been made to apply such 
ultimate load methods to folded plate structures and 
the Author was prompted to initiate an investigation 
along these lines using small reinforced concrete 
structures. The results of the preliminary work under- 
taken are sufficiently encouraging to suggest an 
extension of the range of study, and possible formu- 
lation of a design method. 

A fundamental of the fracture line theory is the 
assumption of constant and uniform moment along all 
yield lines. This can hardly be true for reinforced 
concrete elements when excessively high rotations 
occur, as it is always possible that disintegration may 
take place along one fracture line before the formation 
of subsequent lines of rupture. The moment along this 
fracture line may therefore be indeterminate. 


* Paper to be read before the Institution of Structural 
Engineers, at 11, Upper Belgrave Street, London, S.W.1., 
on Thursday, 25th February, 1960, at 6 p.m. 


From theoretical considerations it can be shown that 
the value of the moment along the first fracture line 
may vary within wide limits with only a very small 
change in collapse form and Joad. Hence the basi 
assumption appears to be fully justified. 


3. Range of Experimental investigation 


3.1 Description of Test Structures 

A standard structure form was adopted and the 
conditions of support given to the structure were 
varied. This simple basic form, its dimensions and 
various edge conditions are illustrated in Fig. 1 and 
Fig. 2 in which edges simply supported and with 
rotational freedom are shown by single hatching and 
continuous edges by cross hatching on plan views of 
single slab elements. 


Fig. 1. 


29.50 ins. 
20.50 ins. 
6.80 ins. 
12.30 ins. 
0.50 ins. 
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The models were made in cement mortar using river 
sand passing B.S. Sieve No.7 and ordinary Portland 
cement in the proportions 4: 1 by weight. The water 
cement ratio was dictated by workability requirements 
but remained sensibly constant throughout. Equal 
reinforcement in two directions at right angles was 
provided by a steel wire mesh placed in the middle 
surface of the concrete and giving a steel ratio of 
1.3 per cent based on an effective concrete depth of 
0.25 in. 

Collapsible formwork of timber and aluminium sheet, 
used to support the wet mix, was withdrawn after 
hardening of the mortar, leaving the structure supported 
on tied edge beams of timber where it remained curing 
until transfer to the test frame. 


t Johansen, K. W.: Doctorate Thesis, Tech. Univ. Denmark, 
1943, 
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In all, eight models were made, one being used to 
assist in developing and testing of the loading device, 
and one collapsing prematurely. Thus six units were 


available for actual test purposes. 


3.2 Loading 


All structures were subjected to a symmetrical 
distribution of loads normal to the surfaces. Dead loads 
acting through a lever system gave concentrated loads, 
at 4 in. centres longitudinally and transversely, applied 
to the slab surface through distribution plates 2$ in. 
square. The arrangement of these load points is shown 
in Fig.3 and a structure of Type I under test is illustra- 
ted in Fig. 4. The error incurred by assuming this 
loading to be uniformly distributed is theoretically 
about 1 per cent 
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2a.—Structure Type I Longitudinal Edge Supports 


COMMON EDCE 


2b.—-Structure Type Il End Traverse Supports 
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2c.—-Structure Type III Longitudinal Edge and 
End Traverse Supports 


3.3 Testing 


Two structures were tested under each support 
condition, dead loads being applied to the loading 
levers to give surface load increments of approximately 
0-2 lb/in.2 until failure occurred During loading, 
observations of general behaviour, formation of cracks 
and deflections at selected points were noted. 

Control beams having the same _ cross-sectional 
properties as the slab elements were loaded to destruc 
tion to give the values of ultimate moment and flexural 
rigidity for each series of test structures 


4. Experimental Results 


Each of the two test structures in a set tested under 
the same conditions gave consistent crack patterns 
and similar collapse loads. The collapse form for one 
structure of each type is sketched in Fig. 5, and Fig. 6 
illustrates the actual modes of collapse of the structures. 
To avoid complete destruction loading was stopped in 
some cases before the failure along the final fracture 
line had travelled through the section to cause crushing 
of the concrete on the compression side, so that only 
parts of the fracture lines are visible on the upper 
surface. Fig. 7 and 8 indicate the increase of deflection 
with load in each case. 

In assessing the collapse loads for the structures, 
account was taken of self-weight and the weight of 
loading attachments. 


Fig. 3.__Location of Load Distribution Plates 
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CRACKS ON CRACKS ON 
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Structure Type I under Test 





The experimental results are summarised in Table A 
for comparison with theoretical quantities. 

The results of the control beam tests indicated a value F 

of flexural rigidity EJ of about 1900 Ib.in.? for all p SO—Celages Form of Structure IA 
cases, compared with a calculated value of 2100 Ib.in.2. 
Since the expression for deflection 4 derived in 
Section 5.3 is not sensitive to changes in EJ value 
within a fairly wide range a value of 2000 Ib.in.? has 
been adopted throughout. 
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Fig. 5a.—Collapse Form of Structure IB Fig. 5c.-Collapse Form of Structure IIIB 
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Fig. 6a._-Collapse of Structure IB 


5. Theoretical Investigation of Collapse Conditions 


5.1 Normal Surface Loads 


It may reasonably be assumed that for the type of 
structure investigated the first yield line will form along 
the common edge of the two slab elements forming the 
structure. This will hold for all support conditions 
because of the span/chord and rise/chord ratios em- 
ployed. The symmetrical form and loading will allow 
consideration of one slab element with a constant 
moment acting on one edge and this procedure is 
adopted in the following treatment. 


5.11 Longitudinal Edge Supports—Structure Type I. 


The support conditions here are such that while the 
structure is not a true sheil type it represents a move 
from simple slab towards stressed skin construction. 


Fig. 6c.—Collapse of Structure IIIB 


Fig. 6b.—Collapse of Structure IIA 


Referring to Fig. 9 | 


At collapse, F 


For maximum value of M at s 
dM wS 
dp 2 S 


» m 
and Pp 
2 wS 


(i.e.) Second fracture line will form parallel to the 


~ a“ 


S m 
supported edge and at distance p € :) from 


the edge. 


For virtual displacement 8 at s = #, as in Fig. 9 (b), 


Substitution of the value for noted above leads to : 


» 
€ ‘ ¢ a“ 
m2 3wS?. m 4 7" S4 0 


and m 0 -O86wS2 
With S 12-30 in., 
m 13-00 w lb.in/in.; p 
F 5-09 w I|b/in. 1 


If the actual distribution of applied loads is con- 
sidered, it will be found that m 13-12 w |b.in/in. 
and p 4-90 in., so that the assumption of uniformly 
distributed loading is justified. 


5-09 in 


10-86 w |b/in. 


5.12 End Traverse Supports—Structure Type Il. 

The structure form is here a shell type with free 
longitudinal edges. The crack pattern under uniform 
loading will be as shown in Fig. 10. 

Fracture line theory gives equivalent corner shear 
indicating upwards, indicating 


x 
forces Q m. r 


downwards, in Fig. 10. 
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If the Equilibrium Method of calculation is adopted 
these forces must be introduced. With this approach, 
too, either a trial and error solution, quite satisfactory 
for design purposes, or a longer algebraic procedure is 
necessary to determine distance x and moment m. 

For an imposed displacement of § = 1 at the edge 
of slab part (2), the Equation of Virtual Work is : 


m|(s.}).2 
wSx .2 -2x).S 


9 


~ 


ey, __ Se — ae 
m6 | 28+ ix + 252 


For correct position of fracture lines, m is maximum. 
dM 
dx 

S2 3 , 

Hence ## + —-.x—7.S?=0 


j 


y2 2) % 
and x 0 50 SI { 1+3(<) i 4] 


With S= 12-30 in and ] = 29-50 in. 
x= 8-39in; m} = 21-98 w lb.in/in. 


= @ 


a 


+ 
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Theoretical Crack Pattern for Structure, Type II 
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If a calculation is made using the actual distribution 
of loads, the difference in the value of m is of the 
negligible order of 2 per cent. 


5.13 Longitudinal Edge and End Traverse Supports 
Structure Type IIT. 


This structure conforms to a shell with edge beams 
infinitely stiff in the horizontal and vertical planes but 
with negligible torsional rigidity. 

The crack pattern to be expected is as sketched in 
Fig. 11. 

A solution for distances x and » and moment mi is 
most readily obtained in this case by the Equilibrium 
Method. 

At the intersection of the positive fracture lines, 
equivalent corner shear forces have zero value. 

Equilibrium conditions are : 

.  wSx® wx? 
ms=—- OM = 
6 6 


: wxp? . w(l — 2x) p? 
Part (2): m.J/= xP 24 ——z p 


Part (1) : 


wp o4 ate 
ay (3! — 4x) (2) 


2 w(l — 2x) (S p)2 
w(S—+1 
ist 


(S 
From (2) and (3), p? = — 


ee 
From (1) and (3), 


515 St = 0 


ais l 2)\% 
4-36( =) ion! 
With S = 12-30 in. and / 29 -50 in. 
P=5:-09in.; « = 7-23 in. ; m 8 -74w |b.in/in. 
The correspondence between this value of # and that 
obtained for Structure Type I should be noted. 


s2 
x2 4 0-687 + 


seT 
and x = 0-3435 ; | 1 


For Structure Type III the force actions at a midspan 
section are : 
F = 5-44 w lb/in. ; T 10-34 w Ilb/in. 
Again the error introduced by assuming a uniform 
distribution of load is of a small order. 


OR 
~\* \ 
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Fig. 11. 
Theoretical Crack Pattern for Structure. Type III 
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5.2 Membrane Forces. 


Forces acting in the plane of a slab element may 
materially affect the ultimate load capacity of the 
structure. Primarily this capacity will be affected either 
by increased direct compression or by additional 
moments produced by eccentricity, due to slab deflec- 
tion, of edge compressive or tensile forces. 

Where opposite edges of the slab elements are not 
restrained against movement in the plane of the slab, 
(e.g.) in Structure Type II, the effects of membrane 
forces are likely to be small and for a first approximation 
may be safely ignored. However if the opposite edges 
are restrained against such movement, (e.g.) by 
attachment to other slab elements or edge beams, as 
in Structure Types I and III, consideration should be 
given to the effects of edge forces. The flexibility 
of the thin slabs results in relatively large deflections 
as the collapse load is approached, and the direct 
compression effect is small and negligible compared 
with the additional moment due to deflection. 

The edge compressive forces will not materially 
affect the position of the fracture lines but in Structure 
Types I and III the longitudinal positive fracture line 
will form when the yield moment is reached by a 
combination of lateral bending due to surface loads and 
buckling due to edge thrusts. 

In Structure Type I, thrust T due to translational 
restraint at the edge will produce an increase in bending 
moment T.4 lb.in/in. where J is the eccentricity 
of T at the location of the fracture line just before 
collapse. 

; - oh 

In Structure Type III, as long as the ratio <> 0-83, 
the position of the longitudinal fracture line is the same 
as in Type I. Hence at midspan the additional bending 
moment T.A Ib.in/in. 

It now becomes necessary to determine the value of 


deflection A. 


5.3 Deflection of Slab Element. 


Deflections of the slab element can be calculated 
using the theory of elasticity until the formation of 
the second fracture line at distance p from the edge. 

Referring to Fig.9(a), 


d2y 
EI M 
ds? 


d2y 
4 6. s? — ¥. Ss 
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where « | 8 = 

erie - — — vy 
EI" ET ' 

The solution to this equation is : 


28 28.%7S 
y —=— COs sof x - r in dum 
a a“ a 
7 4 
cosec Sofa. sin s4/a]+ = s? 
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At longitudinal —— fracture ae, 
p and y 


Hence 2 A = E HW os li 
m1 © S$. 
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5.31 Theoretical Deflections. 


Substituting in the equation above the values for T 
F, p and m determined in Sections 5.11 and 5.13 and 
2,000 Ib.in.2 for EJ, the following expressions are 
obtained. 

Structure Type I. : 

A= — eos 0 -3754/w 


v 


(1 — 0-0706w cos 0 -90654/w) cosec 0 -90654/w. 


sin 0 ste} — 0-0706w i| 


Structure Type III : 


-69 
A= 18 os 0 -3664/w 
w 


(1 0 -0452z cos 0 -885 4+/w) coseCc 0 -8854 w@. 


sin 0-366/w | — 0 -0762w i| 


5.4 Evaluation of Theoretical Collapse Loads 

The general equation is : m T.A = My 
where my is the ultimate strength of the section. 

This ultimate strength will normally be calculated 
from concrete cube strength, steel yield stress, and 
section dimensions. For the purposes of this project the 
vaiues of my used are those obtained from the control 
beam tests noted in Section 3.3. 

Where T.A has a significant value as discussed in 
Section 5.2, trial and error solution of the deflection 
and moments equations is necessary to determine the 
collapse load. 


5.41 Structure Type I : my = 26-90 lb.in/in. 
Trial Solution: w = 1-80 lb/in.? gives A 
13-00 w + (10-86 w) (0- 182) = 26-90 
“. w = 1-80 Ib/in.? 
Hence Collapse Load = 1-80 Ib/in.? 


5.42 Structure Type II : = 24-45 lb.in/in. 
21-98 w = 24-45 
Hence Collapse Load = 1-11 lb/in.? 


5.43 Structure Type IIT : my = 21-88 lb.in/in 
Trial Solution: w 1-95 lb/in?. gives A Q -244 in 
8-74w + (10-34 w) (0-244) 21-88 
“, w = 1-95 lb/in.2 
Hence Collapse Load = 1-95 lb/in.? 


5.44 Direct Compression Effects 

Inspection of the relative values of bending moment 
and “membrane” direct compression confirms that 
the latter may be neglected with the introduction of a 
small error only. 


5.5 Approximation to Deflections and Collapse Loads 
for Structure Types I and III 

‘. less laborious evaluation of the collapse load follows 
the use of the Perry type approximation for deflection 
calculation. This assumes that the deflection due to 
lateral bending is amplified by the end thrusts 

; I 
proportion to a factor z = ——— where u 
l1—vuy le 

T. being the Euler load. 

For deflection due to bending caused by lateral loads 
only, 

dy ws’ 


El 53 =—F.s+> 
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With zero deflection at s Oands S. the solution 


F w | 
esa écome , S35 a! 
6 24 | 
At the longitudinal positive fracture line in the 
structures considered, 4 Sats p 0-414S ;: and 
F bS x ' 
Hence EJ § 


With EJ 


El, 


0-0161 } 


12-30 in. 


wS4 { 0-0572k 


2000 Ib.in2/in. and S 


°) 11 -435w { 0-0572 k — 0-0161 } 
Structure Type I 
0-414 

[ype III 

0-442 met 0 -105w tn. 


0 -O867w in. 


5.51 Amplification Factor 
1 the determination of this factor use is made of the 


where /, is the effective length. 


> 


te~ 
This effectir ngth will be something less than the 
ectual length but the error incurred by using the 
actual length is very small and on the safe side. 
x2 EJ 


S2 


Hence 7, 130 -6 Ib./in. ; 
l 
T/130-6 


5.6 Total Defl s and Collapse Loads 

When th nplified ’’ deflection (in terms of w) is 
known, tl] equation : m ‘se >" My can 
be set up ilts in a quadratic from which w can 
be obtains with subsequent calculation of A. 


5.61 Structur ype I 
m 13-00 w lb.in/in.: T 10-86 l|b./in. : 
26 -90 Ib.in/in. 


0 -O867w 
0 -0832w 


A 


_ ie 0 -O867u . 

.. 13-00w 4 86x 26 -90 
| 0 -O832u 

1-80 Ib./in.2 and A 


From whicl 0-184 in. 


5.62 Structur 
m 8 


be ITI 
lb.injin. ; T 10 -34w lb. 
m 21 -88 lb.in/in. 


l 
74u 


0-105w 


cde = 
0 -O793z 


; 0-105 
8 -74u 10-344 - = 21-88 
l 0 -O793u 
From which wz 1-94 lb/in.2 and A 0-241 in. 
[hese values of collapse loads and deflections 
calculated in a simple way differ only slightly from 
those obtained by the much more tedious trial and 
error solution used earlier. 


6. Comparison of Experimental and Theoretical Results 


The results of this investigation are summarised in 
Table A and show that, although the range is restricted, 
the measure of agreement between theory and experi- 


ment is remarkable for tests which were intended to 
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be mainly exploratory in nature, no high degree of 
control being exercised. The theoretical approach is 
ina simplified form, no account being taken of secondary 
effects. 

Considerable cracking across the corners of the 
structures of Types II and III is attributed to diagonal 
tension, against which the slab elements were not 
specially reinforced, and not to the corner effects 
investigated by Johansen. 

In all tests, rupture lines were well defined and 
conformed to the predicted pattern. At failure of 
Structure Type III, secondary curved fracture lines 
were observed at each end of the slabs. These may be 
due to membrane tensions acting between the central 
area and a stiffening edge zone, and require further 
investigation. 

At an early stage in the 
a marked increase in deflections occurred suddenly. 
This stage is indicated by broken lines in Fig. 7 and 8 
and appeared to coincide with the development of 
first cracks in the cement mortar, resulting in a 
change in effective section from plain mortar of full slab 
thickness to a “ reinforced section ”’ of effective depth 
equal to half slab thickness 

The divergence between theoretical and experimental 
deflections is less than might be expected in view of the 
nature of the material, the assumptions made in the 
theoretical calculations, and the difficulty of observing 
the deflections corresponding to the formation of the 
final fracture lin 

As ¢ xpecte d. the deflections of Structure Ty pes ] 
and III were of the same order and considerably less 
than those of Structure Type II. In examining Fig. 7 
and 8 in this respect it should be remembered that the 
age at test was different for the different type This is 
the reason for the deflection of Type III apparently 
being greater than Type I. 

The collapse load for the Structure Type II is much 
less than for the other type ; and this together with the 
large deflections confirms that shell forms with un 


stiffened edges are seldom the most acce ptabl 


loading of each structure 


7. Conclusions 


For the type of construction investigated, in which 
bending moments predominaté the fracture line 
theory gives a simple means of predicting collapse form 
and ultimate load. Use of an “ approximaté method 
for deflection calculations is satisfactory, and is to be 
preferred on account of the easier solution obtained. 
The predi ted values are in close agreement with those 
obtained experimentally. 

The experimental technique adopted in the investiga 
tion gave satisfactory results and requires modification 
in only a few minor points affecting the loading device 
These modifications have been introduced for further 
work in hand, similar to that described above but 
extended to cover different structure forms and 
support conditions 

The theoretical treatment appears capable of exten- 
sion to cover more complex cases and, if desired, 
secondary effects may be « onsidered with little increase 
in mathematical labour. 
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PARTRIDGE, Reginald Frank REYNoLps, Harold Percy 
SMITH (Members) ; Fred GREENHALGH, Harold Thomas 
HAYNE, P. LONAPPAN, Kenneth Outram MOorRLEy, 
Babu MuzumpAr, James Richard OAKEY, Louis 
RUMBAK, Sommataya SUKHYANGA (Associate-Mem- 
bers) ; George Bass, William Charles MorGAN (Retired 
Associate-Members) ; Albert Edward Atkins, Douglas 
Henry Banks, Jack James CHESTERMAN, Harold 
George CLAPHAM, Pravinchandra Hiralal Dosu1, James 
Gordon EtpripGce, Esli James Forrest, Emory 
Leland Kemp, James Barry KirBy, Harold LANE, 
Harold Snowden Lanyon, Kenneth Piers LEAKE, 
Pieter Botha LoEDOLFF, Bernard McMaAnon, Salva- 
durai MAHALINGAM, Manas Kumar MANDAL, Kazimierz 
Moneta, Kenneth Alwyn Owens, Derek Thomas 
PREECE, Peshotan Jivanji TARAPOREVALA, THEAN 
Lie THoNnG, Ian Edward Twapp.Le, Hosagrahar 
Chandrasekharaiya VISVESVARAYA, Barry WARMI- 
SHAM, Herbert Hendrick WELBoRN, John Frederick 
WHALE, Walter John Digby Wracc (Graduates) ; 
Graham George COOKE, Frederick Hugo GaARLICK, 
James GERRARD, Taze Wilson Lams, Anthony James 
Bryan McCartuy, Robert Victor SpROULE, Joseph 
Abraham THUMPASSERY (Students). 


INSTITUTION AWARDS 
The following awards have been made for papers 
read before the Institution and at the Branches during 
the Session 1958-59 : 


London (Headquarters) Prize 
Mr. F. R. Bullen, for a paper, “ Extensions to 
Constructional Shop; 170 feet and other long spans.’ 


Lancashire and Cheshire Branch 

Mr. W. S. Watts, for a paper, “Some Points of 
Structural Interest at Calder Hall ‘A’ Nuclear Powe1 
Station.” 


Northern Counties Branch 

Mr. W. H. G. Durose (posthumously), for a pape 
“The Relationship between Contractors and their 
Clients.”’ 

Mr. S. Barlow, for a paper “ Universal Beams and 
their Application.” 


Northern Ireland Branch 

Mr. J. C. McClure, for a paper “ Report on the 
Third International Congress on Prestressing, Berlin, 
May, 1958.” 

Mr. J. G. Berry, “ Prestressed Concrete Construction 
in Northern Ireland.” 


Scottish Branch 
Mr. A. R. Dykes, for a paper 
of Some Engineering Structures.”’ 
Mr. E. H. Cooley, “A Survey of Recent Concrete 
Work in Scotland.” 


‘Field Investigation 


Wales and Monmouthshire Branch 
Mr. A. G. Thompson, for a paper “ Modern Concrete 
Buildings.” 


Western Counties Branch 

Mr. Derek Bond, for a paper “* Design, Model Analysis 
and Testing of an 83 ft. Span Interconnected Portal 
Grillage.”’ 

RESEARCH AWARD 

The Council have awarded a Research Medal to 
Professor A. G. Quarrell for a paper “ Structures—the 
impact of modern metallurgy ’ which he read before 
the Institution on the 12th February, 1959. 


DRURY MEDAL AWARD, 1959 

The Council have awarded the Drury Medal for 
1959 to Mr. D. W. Hunt, of Earlsfield, S.W.18. 

The Competition is held biennially and the alter- 
native subjects set for this, the seventh competition, 
were the design of a footbridge to be built over a new 
by-pass motorway and the design of a service reservoi! 
of 1 million gallons capacity. Mr. Hunt chose the 
former subject. 

Mr. A. D. Cox, of Northfield, Birmingham, who also 
submitted the design of a footbridge, was highly 
commended. 


JOURNAL CASES AND BINDING, 1959 

A binding case can be supplied for the twelve issues 
of the Journal, January-December, 1959 (Volume 37), 
price 12s. 6d. including postage. The price for binding 
in half-leather, inclusive of packing and postage, is 
31s. Od. per volume. 

It is requested that all parcels containing Journals 
forwarded for binding should bear the name and 
address of the sender and must be despatched to reach 
the Institution by the 30th April, 1960. 

An index will be included in all bound volumes. 

Members making their own arrangements for binding 
may obtain a copy of the Index upon application to 
the Secretary. 
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THE MAITLAND LECTURE COMPETITION 

A competition will be held for the Maitland Lecture 
which will be given during the Session 1960-61. 
Members and Associate-Members of the Institution 
are invited to submit a written lecture, the subject 
of which may be on research, design or construction 
in the field of structural engineering, with special 
reference to new deve lopments. 

The winner of the Competition will be awarded the 
Maitland Silver Medal and Premium (value £100). 

Lectures submitted for the Competition must be 
received by the Institution not later than the 3lst 
March, 1960. Further information regarding the 
conditions of the Award may be obtained on application 
to the Secretary. 


EXAMINATIONS, JULY 1960 
The Examinations of the Institution will next be 
held in the United Kingdom and overseas on Tuesday 
and Wednesday, July 12th and 13th, 1960 (Graduate 
ship) and Thursday and Friday, July 14th and 15th, 
1960 (Associate-Membership). 
FORTHCOMING MEETINGS 
Che following meetings will be held at 11, Upper 
Belgrave Street, London, S.W.1. 


Thursday, 11th February, 1960 
Ordinary Meeting at 6 p.m., when a paper on “ Brins- 
worth Steel Strip Mill” will be given in two parts, 
Part I by Mr. Donovan H. Lee, B.Sc.(Eng.), 
M.1.Struct.E., M.1.C.E., M.I.Mech.E., (Member of 
Council), and Mr. G. O. Kee, B.Sc., A.M.I.C.E., and 
Part II by Mr. N. Lancaster. 


Thursday, 25th February, 1960 
Ordinary General Meeting for the election of members 
5.55 p.m., followed by an Ordinary Meeting at 6 p.m., 
when a paper will be given by Mr. A. R. Dykes, B.Sc., 
A.M.1.Struct.E., A.M.I.C.E., on “ Folded Plate Con- 
struction: An Investigation of Collapse Conditions.”’ 


Thursday, 10th March, 1960 

Ordinary Meeting at 6 p.m., when three papers on 
“New Developments in Structural Analysis and 
Design by means of the Electronic Computer” will 
be given as follows 

Mr. L. Morgan: “ Application of an Electronic 

Digital ( omputer to struc tural Steel Design i 

Dr. E. Lightfoot, M.I.Struct.E., A.M.1L.C.E., and 

Mr. F. Sawko The Analysis of Grid Frameworks 

and Floor Systems by the Electronic Computer ”’ 

Dr. D. M. Brotton, A.M.I.Struct.E.: ‘ Elastic 

Critical Loads of Multi-Bay Pitched Roof Portal 

Frames with Rigid External Stanchions ” 


Thursday, 24th March, 1960 
Ordinary General Meeting for the election of members 
5.55 p.m., followed by an Ordinary Meeting at 6 p.m., 
when a paper on “ Research for the Concrete Industry ”’ 
will be given by Dr. A. R. Collins, M.B.E., M.1.Struct.E., 
M.1.C.E. (Member of Council). 
Thursday, 28th April, 1960 
An Ordinary General Meeting for the election of 
members will be held on Thursday, 28th April, 1960, 
at 5 p.m. 
Members wishing to bring guests to the Ordinary 
Meetings announced above are requested to apply 
to the Secretary for tickets of admission. 


Branch Notices 


LANCASHIRE AND CHESHIRE BRANCH 
The following meetings have been arranged : 
Friday, 5th February, 1960 
Annual Dinner Dance. 
In the Derby Suite, Midland Hotel, Manchester. 


The Structural Engineer 


Monday, 15th February, 1960 

Mr. J. D. Davies, M.Sc.(Eng.), A.M.I.Struct.E 
A.M.I.C.E., on ‘“‘ Some Problems in Cylindrical Tank 
Analysis.”’ 

Wednesday, 2nd March, 1960 

Joint Meeting with the Institute of Welding, 7.15 p.m 

Mr. A. V. Hooker, M.IStruct.E., M.LC.E., 
‘ Welding in the Structural Industry.” 


Thursday, 10th March, 1960 

Junior Members’ Evening for the presentation of 
three 20-minute papers by the following Branch 
members 

Mr. G. Evans, A.M.I.Struct.E.: ‘‘ The Design and 

Construction of the Plutonium Criticality Facility 

Building at Dounreay.” 

Mr. T. L. Holden (Graduate): ‘ The Construction 

f a Laminated Timber Hyperbolic Paraboloid 

Roof.” 

Mr. C. Tucker, A.M.I.Struct.E. ‘ British Railways 

London Midland Region Electrification. Recon 
struction of overbridges between Crewe and Man 
chester.”’ 

In the New Lecture Theatre, U.K.A.E.A. (I.G. 
Headquarters, Risley, nr. Warrington. 

Friday, 18th March, 1960 

Dr. D. D. Matthews, M.I.Struct.E., M.I.C.E. (Vic: 
President), will present a paper from notes provided 
by M. Esquillan on “ The Design and Construction 
of the Exhibition Palace of the National Centre of 
Industries and Technology, Paris.”’ It is hoped M. 
Esquillan will be present. 

Thursday, 7th April, 1960 

Annual General Meeting. 

Unless otherwise stated the above meetings will be 
held at the College of Science and Technology, Man 
chester, commencing at 6.30 p.m. Light refreshments 
will be available from 5.45 p.m. 

MERSEYSIDE PANEL 
The following meetings have been arranged 


on 


Monday, 22nd February, 1960 

Mr. E. Thorpe, A.M.I.Struct.E., on “ The 
and Construction of Windscale Cartridge 
Ponds.”’ 

At Liverpool University, in the new ‘ ivil Engineer 
Building, Brownlow Hill. 

Wednesday, 6th April, 1960 

Joint Meeting with the Liverpool Architectur 
Society. 

Mr. Howard V. Lobb, C.B.E., F. 
‘Nuclear Power Stations.”’ 

At Bluecoat Chambers, School Lane 
commencing at 6 p.m. 

Monday, 18th April, 1960 

Annual General Meeting of the Merseyside Panel. 

At the Liverpool Engineering Society, The Temple, 
Dale Street, Liverpool 

Unless otherwise stated meetings will commence at 
6.30 p.m. and will be preceded by light refreshments 
from 5.30 p.m. 
Hon. Secretary: W. S. Watts, A.M.1.Struct.E., 
A.M.I.C.E., 11, Newchurch Lane, Culcheth, nr. War- 
rington, Lancs. 

MIDLAND COUNTIES BRANCH 
The following meetings have been arranged 
Friday, 12th February, 1960 

joint Meeting with the Birmingham and Five 
Counties Architectural Association. 

Mr. A. G. Sheppard-Fidler, M.A., B.Arch., L.R.I.B.A. 
on ‘“ Birmingham Rebuilds.” 


Live rpoo! 
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At the Birmingham Medical Institute, 36, Harborne 
Road, Edgbaston, Birmingham, at 6.15 p.m. Tea 
will be served from 5.30 p.m. 


Friday, 26th February, 1960 
Dr. K. C. Rockey, A.M.I.C.E., A.M.I.Mech.E., on 
“Web Buckling and the Design of Plate Girders.”’ 


Tuesday, 8th March, 1960 

Mr. A. W. Hill, B.Sc.(Eng.), M.1.Struct.E., M.I.C.E., 
M.I.Mun.E., on ‘“‘ The Structural Use of Prestressed 
Concrete in Buildings C.P.115.” 

\t the Electricity Showrooms, Irongate, Derby, 
at 6.15 p.m. Tea will be served from 5.30 p.m. 

Friday, 25th March, 1960 

Mr. A. W. Hill, B.Sc.(Eng.), M.I.Struct.E., M.I.C.E., 
M.1I.Mun.E., on [The Structural Use of Prestressed 
Concrete in Buildings C.P.115.”’ 

Friday, 22nd April, 1960 

Annual General Meeting, followed by a lecture 
details of which will be announced. 

Unless otherwise stated, meetings will be held at 
the James Watt Memorial Institute, Great Charles 
Street, Birmingham, at 6.30 p.m. Tea will be served 
from 5.45 p.m 
Hon. Secretar, S. M. Cooper, A.M.1.Struct.E., 
‘“ Applegarth,”” Hyperion Road, Stourton, nr. Stour- 
bridge, Worcestershire. 


GRADUATES’ AND STUDENTS’ SECTION 


The following meetings have been arranged : 


Friday, 5th February, 1960 
Mr. B. W. Cooper, B.Sc., A.M.I.Struct.E., A.M.L.C.E., 
Manager, Truscon Limited, will 


Birmingham Offic: 


present a sound film and give an associated lecture 
on “ Picture Frame Construction and Modern Wall 
Cladding.”’ 

Friday, 4th March, 1960 

Mr. N. Rayman, Chief Structural Engineer to the 
City of Coventry, on “‘ The New Coventry.” 

Friday, 1st April, 1960 

Mr. A. T. Clarke, M.I.Struct.E., Branch Chairman, 
on “ Some Experiences and Faults in Reinforced and 
Prestressed Concrete.”’ 

Followed by the 13th Annual General Meeting. 

The above meetings will be held at the Birmingham 
Exchange and Engineering Centre, Stephenson Place, 
Birmingham, commencing 6.30p.m. Tea will be 
served from 6 p.m. 

Hon. Secretary: H. T. Dodd, Shepherd’s Cottage, 
Grove Lane, Wishaw, Sutton Coldfield, Warwickshire. 


NORTHERN COUNTIES BRANCH 
The following meetings have been arranged : 
Tuesday, 2nd February, 1960 
At Middlesbrough. Mr. N. T. Barrett, B.Sc.(Eng.), 
A.M.I.Struct.E., (Associate-Member of Council), on 
‘““ Housing the Dounreay Fast Reactor.” 


Wednesday, 3rd February, 1960 
The above paper will be repeated at Newcastle. 
*Tuesday, 16th February, 1960 
At Middlesbrough. Mr. J. H. H. Gillespie, B.Sc., 
A.M.1.Struct.E., A.M.I.C.E., on ‘‘ The Modernisation 
of British Waterways with particular reference to the 
South Eastern Division.” 
Friday, 26th February, 1960 
Annual Dinner Dance. 
At Tilley’s Restaurant, Newcastle. 
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Tuesday, 1st March, 1960 

At Middlesbrough. Mr. Walter C. Andrews, O.B.E. 
M.1.Struct.E., M.1.C.E. (Past President) on “ The 
Provisions of the Revised British Standard for the Use 
of Structural Steel in Building—B.S. 449/1959.” 

Wednesday, 2nd March, 1960 
The above paper will be repeated at Newcastle. 
*Friday, 18th March, 1960 

At Newcastle. Mr. J. H. H. Gillespie, B.S 
A.M.1.Struct.E., A.M.I.C.E., on “ The Modernisation 
of British Waterways with particular reference to the 
South Eastern Division.” 

Tuesday, 5th April, 1960 

At Middlesbrough. Mr. Frederick S. Snow, C.B.E., 
M.1.Struct.E., M.I.C.E., M.I.Mech.E. (Past President 
and Mr. E. V. Finn, A.M.1.Struct.E., A.M.1.C.E., on 
“ The Structural Engineering Aspects of the Develop 
ment of Gatwick Airport. ”’ 

Wednesday, 6th April, 1960 

At Newcastle. Annual General Meeting, after which 

the above paper will be repeated. 
Friday, 22nd April, 1960 

Annual Dinner. 

At the Corporation Hotel, Middlesbrough. 

Unless otherwise stated, meetings in Middlesbrough 
will be held in the Cleveland Scientific and Technical 
Institution and meetings in Newcastle will be held in 
the Neville Hall, commencing at 6.30 p.m., preceded 
by buffet tea at 6 p.m. 

Hon. Secretary : P. D. Newton, B.Sc., A.M.1.Struct.E., 
A.M.I.C.E., c/o Richard Hill Ltd., P.O. Box 29, 
Middlesbrough, Yorkshire. 


NORTHERN IRELAND BRANCH 

The following meetings have been arranged 

Tuesday, 2nd February, 1960 

Mr. R. Boorman, F.R.Ae.S., on “ Aircraft Struc 
tures.” 

Tuesday, 1st March, 1960 

Annual Function. 

Tuesday, 5th April, 1960 

Annual General Meeting and Film Evening. 

Meetings will be held in the Civil Engineering 
Department of the Queen’s University of Belfast at 
6.30 p.m., unless otherwise notified, and will be 
preceded by tea at 5.45 p.m. 

Hon. Secretary: L. Clements, A.M.I.Struct.E., 
A.M.I.C.E., A.M.I.Mun.E., 3, Kingswood Park, Cherry 
valley, Belfast. 
SCOTTISH BRANCH 
The following meetings have been arranged 
Friday, 19th February, 1960 

Combined Meeting with the West of Scotland Branch 
of The Institution of Civil Engineers. 

Mr. N. M. Brydon, M.B.E., B.Sc., 
M.I.C.E., on ‘‘ Concrete.” 

Tuesday, 15th March, 1960 

Mr. W. G. N. Geddes, B.Sc., M.I.Struct.E., M.1.C.E., 

on “ Piling in Structural Engineering.” 
Tuesday, 19th April, 1960 

Annual General Meeting. 

The above meetings will be held at The Institution 
of Engineers and Shipbuilders, 39, Elmbank Crescent, 
Glasgow, commencing 7 p.m. 

Hon. Secretary: W. Shearer Smith, M.1.Struct.E., 
A.M.IL.C.E., c/o The Royal College of Science and 
Technology, George Street, Glasgow, C.1. 

* Additional meetings to those announced in the printed 

Sessional Programme. 


M.1.Struct.E., 
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SOUTH WESTERN SECTION 
The following” meetings have been arranged : 
Friday, 12th February, 1960 
In Torquay. Mr. M. R. Hawkins, A.M.I.Struct. E., 


on ‘‘ The Structural Engineer in Municipal Engineering.” 
Venue and time of meeting to be announced. 


Friday, 11th March, 1960 

In Plymouth. Mr. J. D. Norfolk, M.I.Struct.E., 
A.M.L.C.E., A.M.I.Mun.E., on “The New Queen 
Elizabeth Dock at Falmouth.” 

At the Duke of Cornwall Hotel, 6p.m. Tea at 
5.30 p.m. 
Hon. Secretary: C. J. Woodrow, J.P., “ Elstow,”’ 
Hartley Park Villas, Mannamead, Piymouth, Devon. 


WALES AND MONMOUTHSHIRE BRANCH 
The following meetings have been arranged : 


Thursday, 11th February, 1960 

At Cardiff. Mr. E. W. H. Gifford, B.Sc., M.1.C.E.., 
A.M.1.Struct.E., and Mr. H. E. Lewis, M.Sc., on “‘ Some 
Long Span Prestressed Bridges.” 

Wednesday, 9th March, 1960 

At Swansea. Junior Members’ Evening. 
will be given by Graduates and Students. 

Friday, 8th April, 1960 

Annual Dinner. 

At Swansea. 

Meetings at Cardiff will be held at the South Wales 
Institute of Engineers, Park Place, and in Swansea 
at the Mackworth Hotel, High Street, commencing 
6.30 p.m. 

Hon. Secretary : K. J. Stewart, 
A.M.1.C.E., 15, Glanmor Road, Swansea. 


Papers 


M.1.Struct.E., 


WESTERN COUNTIES BRANCH 
The following meetings have been arranged : 
Friday, 5th February, 1960 
Joint Meeting with the Bristol and Somerset Society 
of Architects : 
Forum—J. T. Redpath, M.B.E., A.R.1.B.A., 
Architect 
C. D. Browning, A.R.I.C.S., 
Quantity Surveyor 
Contractor 
M.1.Mun.E., 
Engineer 
Question Master The Chairman 
Tuesday, 16th February, 1960 
Annual Dinner and Dance. At the Ashton Court 
Country Club, Bristol, from 7.30 p.m. to 1 a.m. 


Friday, 4th March, 1960 

Combined Meeting with the Institution of Civil 
Engineers. 

Mr. H. G. Cousins, B.Sc., 
on “‘ Concrete Structures.” 

Friday, 1st April, 1960 

Annual General Meeting 6 p.m., followed at 7 p.m., 
by a paper to be given by Mr. John Mason, 
B.A.(Cantab.), M. L.Struct.E., A.M.1.C.E. (Hon. Treas- 
urer) entitled “A Commentary on the new British 
Standard 449 (1959). The Use of Structural Steel 
in Building.” 

Meetings will be held in the Small Lecture Theatre, 
University Engineering Laboratories, University Walk, 
Bristol §, commencing 6 p.m., preceded by tea at 
5.30 p.m. 

Hon. Secretary : A.C. Hughes, M.Eng., A.M.L.Struct.E., 
A.M.I.C.E., 21, Great Brockeridge, Bristol, 9. 


F. V. Allen 
J. B. Bennett, M.I.C.E., 


M.1.Struct.E., M.I.C.E., 


The Structural Engineer 


YORKSHIRE BRANCH 


The following meetings have been arranged : 


Wednesday, 17th February, 1960 
At _ Leeds. Mr. E. Longbottom, B.Sc., 
A.M.I.Struct.E., A.M.LC.E., on ‘ The Future of 
Military Bridge Design.” 


Wednesday, 2nd March, 1960 
At Scunthorpe. Joint Meeting with the East 
Midlands Association of the Institution of Civil 
Engineers. 
Dr. K. C. Rockey, A.M.I.C.E., A.M.I.Mech.E., on 
“Web Buckling and the Design of Web Plates.”’ 
At the Blue Bell Hotel, 6.30 p.m. 


Wednesday, 16th March, 1960 

At Leeds. Joint Meeting with the Yorkshire 
Association of The Institution of Civil Engineers and 
the Yorkshire and Lincolnshire Branch of the Insti 
tution of Highway Engineers. 

Mr. J. M. Fisher, B.Sc., M.I.C.E., Dr. A. R. Lee 
A.I.C.E., and Dr. R. S. Millard, M.I.C.E., on “‘ 
and its Application to Road Construction.” 

Wednesday, 23rd March, 1960 

At Hull. Joint Meeting with the Hull and East 
Riding Branch of the Institution of Civil Engineers. 

Mr. F. R. Bullen, B.Sc.(Eng.), M.1.Struct.E. 
M.I.C.E., (Vice-President) on “‘ The Bearing Capacity 
of Driven Piles.” 

In the Lecture 
Ferensway, 6.15 p.m. 

Friday, 1st April, 1960 

At York. Annual Dinner and Dance. 

At the Royal Station Hotel, 7 p.m. 


Wednesday, 6th April, 1960 
At Sheffield. Mr. H. J. Purkis, B.A., B.Sc., on 
“The Present Position of Sound Insulation in 
Buildings.” 


Research 


Theatre, Electricity Building, 


Wednesday, 20th April, 1960 

At Leeds. Annual General Meeting, followed by 
a paper given by Mr. E. J. Martin, M.1.Struct.! 
entitled “‘ Reinforced Concrete Construction for a new 
Limestone Quarrying and Treatment Plant.”’ 

Meetings in Leeds will be held at the Metropole 
Hotel, King Street, and in Sheffield at the Royal 
Victoria Hotel. Meetings will commence at 6.30 p.m., 
preceded by buffet tea at 6.15 p.m. 

Hon. Secretary: W. B. Stock, A.M.I.Struct.E., 34, 
Hobart Road, Dewsbury, Yorks. 


UNION OF SOUTH AFRICA BRANCH 


Hon. Secretary: A. E. Tait, B.Sc., A.M.1.Struct.E., 
A.M.L.C.E., P.O. Box 3306, Johannesburg, South 
Africa. 

During weekdays Mr. Tait can be contacted in the 
City Engineer’s Department, Town Hall, Johannesburg. 
Phone 34-1111, Ext. 257. 

Natal Section Hon. Secretary: J. C. Panton, 
A.M.1.Struct.E., A.M.1.C.E., c/o Dorman Long (Africa) 
Ltd., P.O. Box 932, Durban. 
Cape Section Hon. Secretary: R. F. Norris 
A.M.1.Struct.E., African Guarantee Building, 8, St. 
George’s Street, Cape Town. 


EAST AFRICAN SECTION 


Chairman: R. A. Sutcliffe, M.I.Struct.E. 
Hon. Secretary: K. C. Davey, A.M.I.Struct.E., P.O. 
Box 30079, Nairobi, Kenya. 
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NIGERIAN SECTION 


Chairman: J. W. Henderson, E.R.D., B.Sc., 
M.1.Struct.E., M.I.C.E. 

Hon. Secretary: A. Brimer, A.M.1.Struct.E., Brimer, 
Andrews & Nachshen, Private Bag Mail 2295, Lagos, 
Nigeria. 


SINGAPORE AND FEDERATION 
OF MALAYA SECTION 


Chairman : T. F. Lee, B.Sc. 

Hon. Secretary : W.N. Cursiter, B.Sc., A.M.I.Struct.E., 
A.M.LC.E., c/o Redpath Brown & Co. Ltd., P.O. 
Box 648, Singapore. 





Book Reviews 


Analysis of Pipe Structures, by John Gascoyne. 
(London: Sir Isaac Pitman, 1959.). 9}#in. x 7 in. 
181 + xiii pp. 45/- 

This book presents an introduction to the subject of 
pipe flexibility sufficiently comprehensive to enable 
the designer to conduct a careful routine analysis of 
simple pipe structures under normal office conditions 
without recourse to any special equipment. A 
knowledge of mechanics, the design of structures and 
the strength of materials has been assumed, but 
complicated multi-anchor systems requiring an intimate 
knowledge of the calculus are not included. 

In the introductory chapter stress conditions 
applying particularly to piping problems are considered 
briefly, after which the limitations imposed by British 
and American codes and Standards are studied. 
Methods of stress calculation are then considered, with 
particular reference to the elastic-centre method, and 
chapters follow on the translation of the results of the 
calculations of thrust and stress. Expansion joints are 
dealt with in some detail, and a chapter is devoted to 
pipe supports. 

The volume concludes with complete analyses for a 
simple single-plane two-anchor structure and a simple 
two-anchor, three-plane pipe structure. Appendixes 
contain useful tables and other data. For convenience 
in handling, the book has a wire spiral binding, so that 
when opened it will lie flat. 


Fundamentals of Boiler House Technique, by P. D. 
Dehnel. (London: Hutchinson: 1959) 9} in. x 5} in. 
164 + ix pp. 25/-. 

This book deals with the many aspects of boiler 
technology, consideration being given to the descriptive 
side of the subject and also to the theory. The various 
chapters under the headings modern boilers, water 
treatment, formation and properties of steam, fuels, 
combustion, combustion calculations, fuel and flue gas 
testing, draught, atmospheric pollution and boiler 
efficiency and testing are more or less self-contained, so 
that they can be studied independently. A number of 
worked examples are given where applicable; and 
graded problems are included at the end of each chapter; 

The book will be useful to students requiring a 
knowledge of fuel and combustion engineering, and to 
boiler house personnel. 


Dictionary of Civil Engineering and Construction 
Machinery and Equipment, 2nd. Edition. Vol. 1. 
German-English. (Wiesbaden : Bauverlag G. m. b. H. 
1958 : London: Contractors Record.). 64 in. x 4% in. 
499 pp. 65/-. 

This is the first volume of the second edition of a 
useful technical dictionary first published in 1956 in 
one volume. By dividing the publication into two 
volumes it has been possible to add a considerable 
number of new terms and related words and expressions 
while keeping to a convenient workable size. 

The terms are compiled in alphabetical order, but in 
a number of cases lists of words or expressions relevant 
to a particular subject are listed as a sub-section under 
the main heading, thus adding to the value of the 
publication. 


Bibliography of Effects of Soil Conditions on Earth- 
quake Damage, by C. Martin Duke. (San Francisco, 
California : Earthquake Engineering Research Insti- 
tute, 1958.) 10}in. x 7in. 47+ iii pp. $1.00. 

This is a detailed bibliography containing more than 
two hundred and seventy-five annotated entries 
arranged under general references, destructive earth- 
quakes, ground motion and soil-structure system. 
It will be a useful guide to all who are interested in 
earthquake engineering. 


The British Engineers’ Association Handbook, 1959. 
(London : The Association) 8}in. x 54in, 636 pp. 21/-. 

This volume is divided into four sections, the first 
containing an alphabetical list of members with names 
and addresses, telephone numbers, etc., together with 
range of products, and an index of the members 
announcements which make up Section II. Section III 
contains a classified list of manufactures, and a useful 
section on trade names and marks completes the 
volume. A guide to the contents is given in English, 
French, German, Portuguese and Spanish, and the 
lists of manufactures are also given in the five languages. 


A Dictionary of Civil Engineering, by J. S. Scott. 
(Harmondsworth, Middlesex: Penguin Books, 1958). 
7 in. X 4fin., 415 pp. 5s. 

This small volume contains definitions for about 
five thousand technical terms related to civil engineer- 
ing and will be a useful book of reference for engineers 
and technical libraries. 
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Practical Problems in Soil Mechanics, 3rd. Edition, 
by H. R. Reynolds and P. Protopapadakis. (London : 
Crosby Lockwood, 1959). 84in. x 5$in. 223 + xii 
pp. 21/-. 

This book, first published in 1957, presents in a 
simple manner the application of soil mechanics 
methods and analyses to practical problems, reducing 
the use of mathematics to a minimum and avoiding the 
analytical approach to the solution of problems. 

In the third edition additional material has been 
included to cover more recent developments in soil 
mechanics, such as the provision of sand drains and 
sand piles for constructing roadways over soils of very 
weak bearing capacity, the effects of vibration on 
soils, the use of piled foundations, and the determination 
of soil moisture and soil density by nuclear radiation. 

Numerous worked problems are given throughout 
the book to illustrate the more important aspects of the 
subject, and a bibliography has been included at the end 
of the volume. 


“‘ Editorial Notes from Concrete and Constructional 
Engineering,” by H.L. Childe. (London: Concrete 
Publications). 9 in. x 6in.,96 pp. 7s. 6d. 

The thirty-eight essays reprinted in this book, 
relate specifically to structural and civil engineering, 
but apply to technologists in all industries. The 
author's comments on the sayings and writings of 
technologists, indicate the pitfalls that beset those who 
have not developed an inquiring and logical mind, and 
whose loose thinking results in statements that those 
who made them no doubt thought were profound 
truths but which are shown to be half-truths or 
nonsense. Examples, and the constructive advice 
throughout the book, are intended to encourage and 
help the young technologists to write and say exactly 
what they mean, and particularly to pursue a course of 
study that will fit them for the higher posts that 
await technical men. 


Building Regulations Handbook, 5th Edition. (Lon- 
don : The Royal Society for the Prevention of Accidents, 
1959). llin. x 8}in., 28 pp. 10s. 

Just over ten years ago the Building (Safety, Health 
and Welfare) Regulations, 1948, came into force. 
Recognizing the importance of this comprehensive 
code of legislation as a factor in the reduction of 
accidents in a hazardous industry, the Royal Society 
for the Prevention of Accidents immediately published 
its Building Regulations Handbook. The intention of 
this publication was to assist the implementation of 
the Regulations by grouping them into sections which 
simplified understanding of the nature and extent of 
their provisions. Subsequent amendments to the 
principal Regulations, particularly those introduced by 
the Amendment Regulations of 1952 and 1958, neces- 
sitated revised editions, culminating in this 5th Edition. 


The Duodecimal Book with Tables, 2nd Edition, by 


L. A. Poulden. (London: Cleaver-Hume Press Ltd., 
1959). 7in. x 4} in., 320 pp. (including tables) 15s. 

The enlarged second edition of this book includes, 
apart from a number of minor amendments, an exten- 
ded introduction to the methods of calculating in 
duodecimals, explaining the operations of addition, 
subtraction, division and multiplication. 

The tables are arranged for quick reference, each 
section relating to one dimension, from 0.1 to 11.11, 
and giving 144 multiples of it within the same range, 
with “difference ” figures and longer multiples at the 
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The book is intended mainly for use in architects’ 
surveyors’, builders’ and kindred offices, and will be 
found of considerable value wherever the duodecimal 
system is used. 


Proceedings of the Third Congress of the Fédération 
Internationale de la Précontrainte, Berlin, 1958. 
(London : Cement and Concrete Association, 1958). 
9} in. x 6in., 766 plus viii pp. 2 Volumes 13. (£10 to 
members of Groups & Associations affiliated to F.1.P.) 

The Proceedings of the Third Congress of the 
Fédération Internationale de la Précontrainte are being 
published in two volumes, the first, containing all the 
papers and general reports presented, and the second 
containing the discussions and also a brief chronicle 
of the Congress, the complete list of members, lists of 
officers and committees and an index of authors and 
contributors. 

Papers and discussions at the Congress were grouped 
under three headings, development in design methods, 
progress in prestressing techniques as applied on site, 
and progress in the manufacture of factory-made 
precast units. In the first session, twenty-four papers 
were presented dealing with compressive strength, 
flexural strength, shear strength, torsional strength, 
stresses in shells, prestressing of pressure tunnels and 
bridges. Some papers dealt with special structural 
forms and the considerations of prestress in building 
codes. In the second session there were seventeen 
papers dealing with problems encountered in prestres- 
sed concrete constructional practice, such as grouting, 
friction, anchorages, properties of steels and glass 
fibre, and also a paper on mass precasting of prestressed 
concrete trusses and beams, and one on the construc- 
tion of the Nahe viaduct near Bingen. Nineteen papers 
were presented in the third session on factory pro- 
cesses, development of bond, bridge beams, piles, 
assembly by prestressing on site of precast units, 
composite construction and general items of interest. 

Each paper and contribution is printed in the 
language—English, French, German or Spanish—in 
which it was written or delivered. The general reports 
and summaries of the papers are given in all the four 
languages of the Congress. 

The Congress, which was held in Berlin in 1958, was 
attended by representatives from forty-two countries, 
whilst authors from twenty countries presented papers. 
The Proceedings which show that remarkable progress 
has been made in some fields in recent years, will be of 
considerable value to structural engineers interested 
in prestressed concrete design and construction. 


Welding Handbook, 4th Edition, Section II. Welding 
Processes : Gas, Arc and Resistance, Edited by A. L. 
Phillips. (New York: American Welding Society, 
1958; London: Cleaver-Hume Press). 9 in. x 6 in., 
528 pp. illustrated, 72s. 


This is the second of the five parts of the revised 
edition of the American Welding Society Handbook, 
the first part of which was reviewed in “ The Structural 
Engineer’ in February 1959. This volume, dealing 
with gas, arc and resistance welding processes, incorpor- 
ates technological advances made since the third 
edition was published, and, as in the case of the first 
part, the material included is based on data obtained 
from all sections of the American Welding Industry. 
Each chapter concludes with a bibliography of material 
suggested for further study and the comprehensive 
index contains many cross references. 

The book is attractively produced and contains 
375 line and 60 half-tone illustrations and 97 tables. 
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Lightweight aggregate gives... 


Maximum workability 


LYTAG gives greater workability for a particular mix than any other lightweight aggregate, 
because its spherical particles present the minimum surface area to be wetted. 


Minimum shrinkage and high early strength 


The low water contents of LYTAG concretes lead to reduced drying shrinkages and give 
high early strengths. Surface finishes obtained on precast concrete units are smooth and 
pleasing. 


High fire resistance with low ‘U” values 


The combustible content of LYTAG is less than }°%. It will withstand temperatures of up 
to 1,000°C without damage. At the same time, it provides a “U’ value well below that of 
ordinary concrete. For example, the ‘U’ value of a 6” LYTAG structural concrete element 
would be less than a half that of the same element in dense concrete. 


— : y, ~~ 
60% Air—100% efficient 

LYTAG is produced from pulverised fuel ash by a carefully controlled sintering process. 
Spherical in shape, it has a slightly roughened surface so providing an excellent key for the 
adhesion of cement. 


Technical literature covering all aspects of LYTAG will be forwarded on request. Write to: 


LIMITED MANOR WAY, BOREHAM WOOD, HERTFORDSHIRE. fo 
Telephone Elstree 2854 J 
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ANDERSON 


always in the lead with 


DERRICK CRANES 


— often imitated but never equalled — 


One Derrick Crane may look the same as another — froma distance. At close quarters 

the differences are astounding. The Cabin interior, alone, clearly establishes ANDERSON 

design and construction to be supreme. The clean, compact gearing, built on unique Unit 

principles, guarantees mechanical efficiency and reliability — and ensures lowest erection 

and operating costs. The driver’s panoramic visibility, centralised easy control and comfort 

have to be seen to be believed. High performance and safety are spontaneous — a banksman 
often superfluous. 


These and other exclusive features explain why a examiners are so impressed, 
and more and more users specify ANDERSON only 


EXTENSIVE HIRE FLEET OF MODERN CRANES 
DEPOTS AT LONDON AND BIRMINGHAM 


Telephone : | = A London Office : 
CARNOUSTIE \ | | eX Nl = FINSBURY PAVEMENT 
2214/5 “ . HOUSE, 


Telegrams : 120 MOORGATE, E.C.2. 
* DIAMOND ” THE ANDERSON-GRICE CO. LTD. 
CARNOUSTIE TAYMOUTH ENGINEERING WORKS, CARNOUSTIE, SCOTLAND Telephone : MON 4629 
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Acknowledgments to Husband & Co., Consulting Engineers, and to The United Steel Companies Lid 


Reaching for the stars... 


Mankind has for ever been reaching for the stars, and today space travel is fast 
being transformed from a dream into a practical reality. The great radio telescope 
at Jodrell Bank, which provides a vital link between the earth and space satellites, 
is making an all important contribution to man’s knowledge of the universe. 
This vast steel structure is the largest steerable radio telescope in the world and 
it represents one of Britain’s finest engineering achievements. It was designed 
and constructed by British engineers and the bowl was exclusively welded with 
Murex “Fastex 5” and “Ironex 5” electrodes, while the trunnions were welded 


with Murex “Fortrex 35” electrodes. These electrodes are at your service. 
7 x 


MUREX WELDING PROCESSES LTD., Waltham Cross, Herts. 
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Take no chances 


When there is risk of 
danger to concrete by contamination 
from soluble sulphates 


in soil or water 


~ SULFAGRETE 


The only Sulphate-resisting Portland Cement 


which has given proved protection in practice and 


in exposure tests over the last 10 years. 


Dense concrete made with Sulfacrete is proof 


against attack by concentrations of sulphates in terms 


of sulphur trioxide up to 0.5 per cent 


Sulfacrete by weight in ground water and 2.0 per cent 


is one of the by weight in soil or clay. 


Blue Circle aids to 


better building 
Write for full details to 
THE CEMENT MARKETING CO. LTD. Portiand House, Tothill St., London, S.W.!, or 
G. & T. EARLE LIMITED, Hull or 
THE SOUTH WALES PORTLAND CEMENT & LIME CO. LTD., Penarth, Glam. 
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NOT WITH THIS ROOF 


An atmosphere full of moisture and acid-laden soot and 
smoke . . . that is what causes the rapid deterioration of 
the roofing and cladding of industrial buildings. How to 
deal with this menace is a problem to which, until 
recently, there has been no satisfactory solution. 
Now there is an answer — ‘ Corroplast ’ corrugated 
sheets resist corrosion. Experience has proved that after 
FOR CONTEMPCRARY CLADDING TOO many years’ exposure in the most severe conditions, 
* Corroplast ’ sheets do not deteriorate. 

These strong, rigid, laminated plastic sheets are 
economical, too. They last longer than any other sheets, 
need no maintenance, and are free from breakages in 
transit. 
finishes For roofing and cladding where corrosion is worst, 

always specify ... 


CORROPLAST 


CORRUGATED LAMINATED PLASTIC 


‘Corroplast’ is also ideal as side-cladding for 
contemporary buildings, giving a most colourful 
and attractive appearance. Available in three 
integral shades, or in a range of stove-enamelled 


Write or phone to: 
HOLOPLAST LIMITED SALES OFFICE, DEPT. 30 , 116 VICTORIA STREET, LONDON, S.W.1. TEL: VICTORIA 9354/7 & 9981 
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CONTACT PYNFORD LTD FOR A 
Complete Foundation Service 


* SITE INVESTIGATIONS ths: are clear and to the point. 


* NEW FOUNDATIONS esigncs and/or constructed to uit. 
all site conditions. . 
* UNDERPINNING by the proved Pyuford method for high * Piling, Underpinning, Con- 


\ ‘ 
evel beams, or below ground level. trolled Jacking, Mining Sub- 


* JACKING Re-levelling existing buildings and cheap i sidence Control. Beams at 


a cai High Level, Basements under 
provisions for new buildings. cad : 
ngs Existing Buildings, Excavating 


* EXCAVATING SHIELDS  suppiics fo; a4 Shields supplied. Structural al- 
digging to any depth through shifting ground such as sand ° ree. 
mixed with water. " 
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Speedy Site Investiga- 
tions. Foundation 
Design and Construction. 


Mustrated brochure will be despatched to you on request. Write or ‘phone any query to © 


Pynford Limited omision engineer 


Potentees 


74 LANCASTER ROAD, STROUD GREEN, LONDON, N.4. Tel: ARChway 6216/7 





We can galvanise your components quickly and 
perfectly with uniform zinc coatings to BS 729 or 
ASTM 123. Lengths up to 47’ 0” and weights of three 


tons down to a few pounds can be handled. 


Each component receives individual attention. A clean 
finish and good appearance are features of the work. 


We specialise in the galvanising of welded work; 
shot blast facilities are available to ensure surface cleanliness. 
Competitive prices and quick deliveries 
result from a continuous loading of the plant. 

STRUCTURAL 
STEELWORK 
PLATEWORK 

PIPES, ETC. 


by Painter Bros Ltd 


fabricators of transmission towers, poles and C.H. bridges 


PAINTER BROS - HEREFORD Telephone: HEREFORD 3101-5 


@ MEMBER OF THE | Bice | GROUP OF COMPANIES 
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Of interest to architects is 
the fact, that, in addition to 
structural steel, Rubery 
Owen deal with oil-fired 
central heating and warm air 
systems for domestic and 
general building applications, 
ranging in output from 
30,000 to 24 million B.T.U. 
A comprehensive _ service 
organisation from branch 
offices throughout the coun- 
try can advise on any 
heating problems and give 
immediate assistance in in- 
stallation and maintenance. 


For further information 
please write to: 


RUBERY OWEN (HEATING) 
LTD. 
CHURCH ST. WEDNESBURY, 
STAFFS. 


THE SIR WILFRID MARTINEAU 
SCHOOL, BIRMINGHAM 


for City of Birmingham Education Committee 





Natigii = 


Architects : 

Messrs. Jackson & Edmonds, 
Birmingham. 

In association with : A. G. 
Sheppard Fidler Esq. M.A., 
B.Arch., F.R.1.B.A., 
A.M.T.P.1. Birmingham 
City Architect. 
Consulting Engineers : 
Messrs. Septimus Willis & 
Associates, Birmingham. 
Building Contractors : 
Messrs. F. Davis (Builders) 
Ltd., Birmingham. 


Steelwork for the new Sir Wilfred Martineau School, Tile Cross, 
Birmingham, comprising two-storey and four-storey blocks of welded and 
bolted construction and single storey blocks of mainly welded Portal type 


134 TONS OF STEELWORK 


fabricated 
and erected 
by 





Member of the 


Owen Organisation 


RUBERY OWEN & CO. LTD. STRUCTURAL DIVISION 
P.O. BOX 10, DARLASTON, WEDNESBURY, STAFFS. 


Birmingham Office : “OWEN HOUSE,” Ii GREENFIELD CRESCENT, EDGBASTON, BIRMINGHAM, 15 


Technical Bureaux also at : LONDON, COVENTRY and SOUTHAMPTON. 
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Pr PEAY 
STRU TURAL. 
a NG BOLTS 


Newallastic 


NEWALLASTIC Structural Bolts can be 
tightened to their ultimate tensile stress 
with an adequate margin of safety, 
thus enabling designers to make the 
fullest use of bolting when 
designing steel structures. 
NEWALL TORSHEAR BOLTS used 
with the special Torshear air-tool 
provide automatically controlled tightening 
governed by the shearing of Newall Torshear 
the extension on the bolt. 


‘ 
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~ 
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eWa | s 
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AND COMPANY LIMITED “ TORSHEAR” Brochure available « 


POSSILPARK + GLASGOW N.2. 








Safe and positive 
grip inall directions. 


fabrication to 
your requirements 


CONSETT 


free drainage = | S UPERGRIP 


easy cleaning 





CONSETT IRON COMPANY LIMITED 
CONSETT, CO. DURHAM 
Phone Consett 341 
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WITH UNHEARD OF 


STRENGTH 


IN A FEW HOURS! 


Ciment Fondu mixed with a new special aggregate called 
ALAG will give you 12,000 Ib. per sq. inch at 24 hours and 


16,000 lb. per sq. inch at 7 days. ALAG is a synthetic 
aggregate which, when used with Ciment Fondu also pro- 
duces concrete with the following unique combination of 


properties : 
HIGH ABRASION RESISTANCE 
HIGH DENSITY 
HEAT-RESISTANCE (Cup to 1150/1200’ C) 


A SPECIAL AGGREGATE FOR SPECIAL PURPOSES 
ALAG should be used only with High Alumina Cement (Ciment Fondu) 


Available only from 
LAFARGE ALUMINOUS GEMENT COMPANY LIMITED 


73 BROOK STREET, LONDON, W.1. TBLEPHONE: MAYFAIR 8546 pees 
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BUCKLERSBURY HOUSE STANDS ON 
3,500 BORED PILES 


ie eo Nae ae => This important Office Building In the City 
— of London, 17 storeys high including the base- 
ment floors, is supported on Cementation 
Bored Piles. Approximately 3,500 were 
constructed well within the contract time 
despite the fact that delays were unavoidably 
occasioned by the deliberations on the fate of 
the Mithras Temple discovered on the site 
and other major difficulties inevitable on such 
a large site. 
The construction of a surrounding wall 
to retain the adjoining Queen Victoria Street. 
Cannon Street and Bucklersbury was greatly 
facilitated by the use of our bored piles. 
The close proximity of important buildings 
Including the Mansion House and services 
such as the Underground Railway made it 
necessary to reduce noise, vibration etc., to 
an absolute minimum. 


HEAD OFFICE: 20, ALBERT EMBANKMENT, LONDON, S.E.II. Tel: RELiance 7654 
WORKS & OFFICES: BENTLEY WORKS, DONCASTER ~- Tel: 54175 & 54136 

















Remote Control! Rams are easily adapted for multiple operation by J A C K S 
motorised or hand pump. Gauges can be attached to determine 


for every conceivable use 


loads. Shut-off valves can be adapted to control the lift of each P ; 
including 


STRUCTURAL STEEL ERECTING 


PRE-STRESSING & POST-TENSIONING 
CONCRETE 


BRIDGE BUILDING & BRIDGE LIFTING 
CABLE & ROPE TENSIONING 
HEAVY MACHINERY MAINTENANCE 
PIPE PUSHING 
TRACK MAINTENANCE 


Self-contained and remote control CENTRE HOLE models up to 
300 tons capacity for pushing or pulling through the centre of the 


Jack, without torque. 


Simplex offers the largest range in the World for mechanical and 
hydraulic Jacks. They are noted for quality, ease of operation and 
light weight. Large quantities purchased before the war are still 


in use. 


Full details sent on request 


Ball bearing Journal Jacks 


The Equipment & Engineering Co. Ltd. ae eon 
2 & 3 Norfolk Street, London, W.C.2 Tel: Temple Bar 1088 up to 50 tons capacity 
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An electrically 

welded mesh 

manufactured in accordance 

with B.S.S. 1221/1945 Part ‘A’ 

from High Tensile Steel Wire drawn in 
our own mill, supplied in sheets or rolls. 


Oblong or square meshes for concrete 
reinforcement in floors, foundations, 
roofs, roads, etc. Standard size sheets 

and rolls always in stock. We also 
specialise in designing reinforced concrete, 
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Specialists in Drilling and 
Boring Machines 


for structural engineering 


KITCHEN 
& 


WADE 
G5 Girder Radial 
Drilling Machine 
Available in a 
range from 4 ft. 
to I2ft. 6in. radius 


In addition to the machines illustrated Kitchen & Wade 
manufacture a full range of machines for girder and plate 
drilling, including traverse bed radials, bogie radials for 
plate drilling, adjustable centre multi-spindle drilling 
machines etc. Whatever your drilling requirements it 
will be worth while looking into the K & W range — 
there is probably a standard machine to mee* your needs 
in the wide range of types and capacities available. 


K 7 T Cc Hi E N & WA D E L T oF ~ Member of the Asquith Machine Too! Corporation 


ARUNDEL STREET, HALIFAX, ENGLAND Telegrams : ‘KAW, Halifax’. Telephone : Halifax 67744 (3 lines) 
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No. 16 IN A SERIES SHOWING TECHNICAL DEVELOPMENTS IN PRE-STRESSED CONSTRUCTION 


Pre-stressed wood—New Zealand’s 
solution to a difficult problem 


A new development in the 
pre-stressing field has been the 
application of the stressing tech- 
niques to timber mill floors. 

It should be pointed out at the outset, 
that this work is in the early experi- 
mental stage, but it already shows 
signs of becoming a simple solution 
to a difficult problem, i.e., to control 
the effects of timber movements due 
to various conditions. 

Technical details concerning 
Johnsons wire and illustrations of 
other projects are available in 


brochure form. 


Auckland Star.) 


Johnsons were in at the start with wire for pre-stressing. 
Their technicians worked with the Continental pioneers 
in the development of the technique, and today Johnsons 
wire is specified in a large number of important pre- 
stressing contracts. 


Rtn ey 
wire was essential— | 


of course! 


Gi ig Cibo iag rgdinaie dei 


Richard Johnson & Nephew Lid., Manchester 11, Telephone EASt 1431 
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na nde of ain 


A modern factory, extending over |8 
acres, fully equipped with an up-to- 
date plant for the production of the 
highest quality Bolts, Nuts, Studs, 
Sets and Special Parts in Bright Steel 
and in Heat Treated High Tensile 
Carbon and Alloy Steels for all 
industrial requirments. High Tem- 
perature “‘Creep’’ Resisting Studs, 
| Bolts, Nutsetc.are also manufactured. 


All the above are produced in sizes 
ranging from }” to 3” diam. Larger 
sizes supplied tospecial requirements. 
We also supply Bright Drawn Heat 
Treated Carbon and Alloy Steel Bars 
in Hexagons, Squares and Rounds in 


all sizes up to 34” diam. 


Technical details and Catalogue on 
request. 


WMAARIIN. WINN LTD. 
DARLASTON, SOUTH STAFFS. 





Telephone 


Telegrams : 


JAMES JBRIDGE 2072 
(5 lines) 


ACCURACY, DARLASTON 





Economy of labour—that’s the really 

big saving possible when you use 
Richards High Strength Friction Grip Bolts. A two man team only Is 
required for bolting against four men when riveting. And there is no 
heating required, no noise and simplified erection methods are 
possible. Surely very sound reasons why you should . . . 


«- - USE 


RICHARDS 


high strength friction grip bolts 


CHARLES RICHARDS & SONS LTD., P.O. BOX NO. 23, DARLASTON, WEDNESBURY, SOUTH STAFFS 
‘Phone: James Bridge 3188 (8 lines) P.B.X. Wires: ‘Richards’ Darlaston 
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USKMOUTH 
POWER STATIONS 
16,500 tons of steelwork 
supplied and erected for station’ A’ 
also 7,900 tons supplied and 
erected for station ‘B’ 
CONSULTING ENGINEERS 
L. & G. Mouchel 

& Partner 


BRAITHWAITE 


The Braithwaite Group of Companies with its overseas branches and 
associates supply and erect bridgework, structural steelwork and pressed steel sectional tanks 
and undertake civil engineering contracts; in particular the construction of heavy foundations 
for marine work, bridges and industrial buildings. The free advisory 
services of the group’s specialists are available on request. 


BRAITHWAITE & CO. ENGINEERS LIMITED 
London Office: 
Dorland House, Regent Street, London SW1 
Telephone: Whitehall 3993 Telegrams: Bromkirk Phone London Telex: £52) 


BRAITHWAITE & CO. STRUCTURAL LIMITED - BRAITHWAITE FOUNDATIONS AND CONSTRUCTION LIMITED 
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GIRDER 
RADIAL DRILLING 
MACHINES 


MODELS E.G.4 and E.G8: 
RADIAL DRILLING MACHINES 
(for Girders, Plates, Structural Parts. etc.) 
Each model in five sizes: 4, 5. 6, 7, 8: 

4 speeds: 160—600 r.p.m. 

(E.G.4) 8 speeds: 20—500 r.p.m. 


(E.G.8) Drills up to 2” from solid in mild steel 
Also made with single speed. 


FRED‘ TOWN & SONS LTD | ‘AUrAX vonxs 


MAKERS OF HIGH CLASS DRILLING MACHINES FOR 55 YEARS 
T.22. 
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Lorry Garage in Buckinghamshire 


Consulting Engineers for Shell Roof : Ove Arup & Partners 


TILEMAN 


& COMPANY LIMITED 


Specialists in the design and construction of reinforced concrete for power and industry 


ROMNEY HOUSE, TUFTON STREET, LONDON, S.W.1. Tel: ABBey 1551 


TIL 439 
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WINTER & WORSFOLD, LTD. 


respectfully offer you a Design Service to 


plan and execute the typography and design of 
Books - Advertising matter and 


Commercial Printing 


Winter & Worsfold, Lid., East Down Works, 29 Dermody Rd., Lewisham, S.E.13 
Telephone: Lee Green 3488 









































PARCHMORE 


Engineering & Precision Ltd. 








Telephone: THORNTON HEATH 1491 


Manufacturers of 


Special Purpose Machinery and 
General Engineers 


| 507 LONDON ROAD, THORNTON HEATH 


| SURREY 
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OFFICIAL APPOINTMENTS 


Designs Branch requires in London 
Designer Draughtsmen for reinforced 
teelwork of all types. Applicants must 
and several years’ experience. Some 
session of recognised technical qualification 
ial assistance and time off may be 
courses of study. Promotion and pension 
day week with 18 working days leave per 
ilary for Grade III ranges from /680 (at age 
1. Commencing salary dependent on age 
xperience. Also vacancies in higher grade 
undidates on range from {895 to £1,055 p.a. 
t be natural born British subjects, should 
W.G.c, Lagon House, Theobalds Road, 
any Employment Exchange (quoting 
; 3745), giving age, details of training 
irticulars of former posts held and copies 
Candidates selected will normally be 

lon and certain expenses reimbursed. 


ASSISTANT Engineer (Civil) required for their London Office 
by the Crown nts for Oversea Governments and Admini 
for { 1ent te pensionable establishment on 
Commencing salary between {830 at 

34 or over, in scale rising to £1,300. 

Fully qualified officers at least 27 

ligible for special increase of £75 after 

eral leave Five day week. Candidates 

nbers of the Institution of Civil Engineers 

Structural Engineers or, if below the age 

passed Parts I and II ef the Associate 

tion of the Institution of Civil Engineers 

or hold an exempting degree, or have passed the Associate 
Membership « ination of the Institution of Structural 
Engineers. I ist be gooa draughtsmen and have had 
experiencs sign of bridges, buileings or other structures 
in ste i or reinior 1 concrete. Suite experience an advantage. 
Candidates must preparec to spend periods on site surveys 
overseas in whi special overseas allowances are payable. 
Write to the Crown Agents, 4, Millbank, London, $.W.1. State 
age, name in block letters, full qualifications and experience 
and quote M2A/42637/SAD. 


BRADFORD INSTITUTE OF TECHNOLOGY. Principal: E.G. 
Edwards, Ph.D., B.S« F.R.I.C.—Applications are invited for 
the post of Prit Lecturer in Civil Engineering. Candidates 
should possess qualifications and experience to direct 
research 1 raduate work and to take a leading part in 
advance t hing. Corporate membership of at least one of 
the professional Institutions associated with Civil Engineering 
and extensiv professional experience are essential. The 
successful < lidat vill be expected to assist the Head of 
Department 1dministrative work of the Department. 
Salary S » £1,900 per annum. Previous industrial 
and resear experience at a suitable level will be taken into 
account in fixing tl commencing salary. Further particulars 
and forms of ap} ition may be obtained from the Registrar, 
Bradford Institute of Technology, Bradford, 7. W.H.Leathem, 
Clerk to the Governors 


y Appointment, McMaster University 
Che Department of Civil Engineering and Engineering Mechanics 
solicits applications for a staff position in a new school with 
a stimulating 1 environment. The candidate should 
possess a graduate degree (preferably the doctorate) based on 
specialization n structures, and some experience in lecturing 
and research direction. Duties will include undergraduate 
and graduate nstruction, and good research facilities are 
tment will be made at the rank of assistant 
or associate pI ssor, depending upon qualifications and 
experience Enquiries and the names of three references 
should be addressed to N. E. Wilson, A.M.1.Struct.E., Civil 
Engineering, McMaster University, Hamilton, Ontario, Canada. 


available App 


BRITISH RAILWAYS—Western Region.—Applications are 
invited for Structural Draughtsman experienced in preparing 
estimates and contracts for the supply and erection of steel 
and concrete bridges, et Drawing Office and costing experience 
essential. Salary range {£833 to £903. Travel concessions, 
holidays with pay with prospects of promotion and permanency 
with membership of Superannuation Fund. Applications 
stating age, previous experience, etc., to Chief Civil Engineer 
B.R., Western Region, Paddington Station, London, W.2. 


COMPLETE 
SITE INVESTIGATION 


Field Tests Soil Sampling and Analysis 


The service provided jointly by Pre-Piling 
Surveys and Duke & Ockenden covers 
the whole field of site investigation and 
ground testing. 


The unique Pre-Piling deep penetration 
tests yield a continuous record of the 
variations in bearing value and character 
of strata. All cavities and pockets are 
exactly located. 


Duke & Ockenden are specialists in boring 
for all purposes, soil sampling for labora- 
tory analysis and the provision of full 
geological reports. Their DANDO cable 
percussion and rotary drilling equipment 
is well known in all parts of the world. 
Weareconfident that architects, engineers 
and surveyors will find in this co-operative 
service an unequalled source of systematic, 
exhaustive survey, accurate data, adapta- 
bility and economy. 


| PRE-PILING SURVEYS 


Tel. ABBey 4925 


DUKE & OCKENDEN | 


Tel. ABBey 6338 


28 VICTORIA STREET, 
WESTMINSTER, S.W.1 


Works: Ferry Wharf, Littlehampton. Tel. Littlehampton 6 


Contractors to the Admiralty, War Office, Air Ministr 
Crown Agents, British Railways, Public Works 
Authoritses 
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OFFICIAL APPOINTMENTS—continued 








ROAD Research Laboratory (D.S.I.R.) Harmondsworth, Middlx., 
requires Civil Engineer (Scientific Officer/Senior Scientific 
Officer) to conduct research on design and construction of 
earthworks for roads. Qualities required are initiative, energy, ‘ 

appreciation of broad issues, some mathematical ability, perti STRUCTURAL DESIGNERS 
nacity in pursuing research to practical issue and ability to and 
build up and lead small team. Work urgently concerned with 
nation’s road programme but also has wider applications in ‘ 7K] 
field of civil engineering. It provides contact with other STEEL DETAIL DRAUGHTSMEN 
engineers, chemists, physicists and mathematicians. Facilities REQUIRED BY 


for qualifying for A.M.I.C.E. Qualifications: Ist or 2nd Class a —r re 
A sound BRI I ISH INSULAT ED 


Honours degree in Civil Engineering or equivalent. 


knowledge of soil mechanics would be an advantage. Salary CALLENDER’S CONSTRUCTIC¢ YN 


ranges: (men) S.O. {655 to £1,150, S.S.O. £1,233 to £1,460. 


Entry point in salary ranges dependent upon experience. COMPANY LIMITED 


Normal prospects of promotion in mid-thirties to Principal 
Scientific Officer (41,500 to £2,120). Forms from Ministry of f 109 +1 > area inwite - cloner 

Labour, Technical and Scientiac Renlster (i), 98, King Steect, Applications are invite d from Designers of 
London, S.W.1, quoting E.529/9A. Closing date 15th February at least H.N.C. level and Draughtsmen of 
=e. O.N.C. level for work in London on design- 
ing and detailing HIGH STEEL TOWERS 
AND STANDARDISED ROAD AND 

SURREY EDUCATION COMMITTEE RAIL BRIDGES . ANI 
d “ mS. 
Ewell County Technical College, Reigate Road, Ewell. 
STRUCTURAL ENGINEER 

Lecturer or Grade B Assistant required to teach Structura! STAFF OFFICER 
Engineering to H.N.C. and H.N.D. students. Candidates : rAl I Ol I I ER, 


should have —— and = experience. pow hE ee CONSTRUCTION C( ). LI] D . 
post offers particular scope for initiative in a rapidly , —TRPROCKrm . y . 
30, LEICESTER SOUARE, 


expanding department. Salary in accordance with 
Burnham Technical Scale plus London Allowance ‘ r "ro 
according to qualifications and experience. L¢ YN D¢ IN, W U2. 
Application form from the Principal to be returned as 








Write, stating all details, including age and salary 1 











soon as possible. 











STRUCTURAL ENGINEERS 


Various vacancies for ENGINEERS in Architect’s Dept. 
L.C.C., up to £1,135, and with good prospects. require 

(a) Structural Engineering Diviston—Extensive pro- 
gramme includes multi-storey flats, schools, offices, ware- 
houses and other buildings. DESIGNER/DETAILERS 

(b) Structural Engineering Division— To deal with appli- 
cations in respect of special structures under Part IV of the 
London Building Act (A) Act, 1939, and the constructional 
by-laws. Interesting work involving consideration of un- 
conventional forms of construction. 

(c) District Surveyors’ Service—Work mainly outside 
involving negotiations with Architects, engineers and P.O. Box 29, Middlesbrough 
surveyors and supervision of works in progress. or 
Application form and particulars from Hubert Bennett, , : ; 

FR.LB.A.. Architect ts Council EK/112/59. County Hall, om, Cusend Steet, London, W.! 
S.E.1. (2629). 


RICHARD HILL, LIMITED 


JUNIOR AND SENIOR REINFORCED CONCRI 


in their Middlesbrough and London Drawing 


Permanent positions with Superannuation 
Apply in writing, stating age, qualifications and 
required to 











GRADUATE Engineers and Designer Draughtsmer 
SITUATIONS VACANT for all types of design works on large Civil and 
Engineering projects in the U.K. and overseas. 
Engineer positions also available. A high rate f 
are paid in this firm to those with initiative and ability. 
office of R. T. James & Partners, Consulting Civil Engine 
6, Lower Grosvenor Place, S.W.1. 


CIVIL Engineering Assistant required for design and drawing 
of reinforced concrete industrial structures and foundations. 
Apply to the Chief Engineer, The A.P.C.M. Ltd., Portland 
House, Tothill Street, London, S.W.1. 


CIVIL Engineering Contractors specialised in Reinforced 
Concrete seek a designer-draughtsman experienced in structural 
steel and/or heavy machinery for special jobs in connection 

with plant and temporary works. Write or telephone to Chief GROGGON & CO. LTD. 
Engineer, Peter Lind & Co. Ltd., Romney House, Tufton Street, 
London, $.W.1. Tel. : Abbey 7361. have vacancies fot 


DESIGNER draughtsman for wide range of concrete structures. STRUCTURAL DRAUGHTSMEN 
Apply J. H. A. Crockett, ¢ onsulting Engineers, telephone 
Wallington 1908. at their Works Office. 





E. J. COOK & Co. (Engineers) Ltd., require five reinforced 
concrete Designer/Detailers for expanding design office. Not less 
than ten years experience. H.N.C. or similar level. Salaries 
£800-£1,200 p.a., according to experience and ability. Five day 
week. Luncheon vouchers. Superannuation scheme after twelve Poyle Steelworks, Colnbrook, Nr. Slough, Bucks. 
months’ service, Application forms from 54, South Side, Clapham 7 

Common, S.W.4. (MACaulay 5522). 


The posts are permanent and pensionabie. Write stating 





age, experience, qualifications and salary required t 














February, 1960 





George Cooper & Sons 


PROPRIETORS THOS. W. WARD LTD 
EFFINGHAM NUT & BOLT WORKS 


SHEFFIELD 


Phone: 41026 Grams: COOPER 





SITUATIONS VACANT—continued 


REINFORCED Concr Engineers and Draughtsmen/ Detailers 
required urgently Permanent position. Excellent prospects. 
Interesting worl Clarke, Nicholls & Marcel. Telephone 
Bayswater 8981 for appointment 


RE{NFORCED Concrete Engineers. Designers and experienced 
Draughtsman required in the Birmingham, Manchester, Glasgow 
and Bristol Offices of rapidly expanding firm. Positions are 
particularly suited to men requiring varied and interesting 
work Five-day week and non-contributory Pension Scheme. 
Apply, The Square Grip Reinforcement Co. Ltd., Colnbrook- 
by-Pass, Nr. Slough, Bucks. 


SOUTH London Consulting Engineers require experienced 
reinforced concrete engineers, aesigner/draughtsmen and 
detailers. Applicants should have a minimum experience of 
three years in position applied for. Salary commensurate with 
experience and ability. Luncheon vouchers and five day week. 
Please wite giving details of age, qualifications and experience 
to Messrs. Leonard & Grant, 344, South Lambeth Road, S.W.8. 





SENIOR ESTIMATOR 
required by 
f prefabricated steel and timber buildings. 
ity for man with experience and sound 
to take charge of harmonious team. 
pension scheme, etc., awaits the right 
s permanent position with a bright future. 


Apply 
J. E. Lesser & Sons Ltd., 


n Lane, Hounslow, Middlesex 











80008880008 
STRUCTURAL ENGINEER 


4 Firm of Architects in Mauritius require Structural 
Engineer on a three years’ Contract to supervise outdoor 
work on erection of 2,500 small concrete houses in the 
Island. 

Experience of mass production methods for low cost 
housing essential as well as technical qualifications to 
design and control steel structures and reinforcement. 
First class return Air passage provided between London 
and Mauritius, also furnished house and private car. 
All business travelling paid. 


Annual salary about /1,200 according to experience and 
qualification. Some knowledge of French would be an 
advantage 
Contract to commence as early sp ywssible in 1960 
Applications to 
Messrs. FORGES TARDIEU LTD 
P.O. Box 20 
Port Louis, Mauritius. 


Be 800800053880) 


SENIOR and intermediate designer-detailers, experienced in 
reinforced concrete, required. Excellent opportunities in an 
expanding organization for the right men. Positions are pen- 
sionable and offer first class experience. Apply in writing to 
Clarke, Nicholls & Marcel, Consulting Structural Engineers 
Berkeley Cottage, Berkeley Square, Bristol 8. 


STEELWORK Design 
Contractors in the | ys Are Good opening for an 
experienced man abl ) ) oO nedium sized jobs with 
minimum supervision rly mall office, good conditions. 
Superannuation Scheme, 5-d v K Apply Chief Designer 
r. C. Jones & Co. Ltd London, W.12 


required by Constructional Steelwork 





A RECENT ADDITION 
TO THE FAMOUS 


PITMAN 


LIST 


SURVEYING 


By 
A. Bannister, M.C., B.Sc.(Hons.), etc., 
and 
E. S. Raymond, B.Sc.(Tech.) (Hons.), etc. 


This book provides a direct approach to the 
basic problems involved in the various branches 
of Surveying. The principles underlying the 
surveyor’s art are carefully established, and the 
student is introduced to modern instruments 
and techniques. An important book for all who 
are studying for the following examinations: 
H.N.C. and Diploma in Civil and Structural 
Engineering and in Building; Inst. of Civil 
Engineers, Part II; R.LLC.S. and similar pro- 
fessional examinations; Diploma in Technology 
and Degrees in Engineering. Engineering Degree 
Series. Price 45/- net. 


From all booksellers 


PITMAN Parker St., Kingsway, London, W.C.2 
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W. & C. FRENCH LTD., urgently require Designer 
mainly for reinforced concrete design and detailing. Apy 
must be keen to learn about new methods and ty 
LORRY struction. Apply in writing, stating age, salary 
MOUNTED full details of experience, to Personnel Manager 
CRANES New Road, Buckhurst Hill, Essex. 
MOBILE available 


Simaen ac W. & C. FRENCH LTD., urgently requir 
Draughtsman and Practical Building Detailer for 
work of considerable variety. Apply in writing 
salary required and full details of experience, t 
Manager, 50, Epping New Road, Buckhurst Hill, Ess 

















SITUATIONS WANTED 


A third year student is desirous of working with 
Engineering firm in London. No salary requit 
STRUCTURAL ENGINEER, 43a, Streatham Hill, S.W.2 


FOR SALE 


* PELS”’ Punching & Bar Cropping Machin 
plate frame. Punches I” diameter through } 
of punch gap 20’. Crops round bars up to 
flat bars up to 5” x 1”. Hand or treadle stop m« 
motor drive 400/440/3/50. Weight about 5 tons. 
Ltd., 359, Euston Road, London, N.W.1, or 41 
Birmingham, 3 


NEW Bar & Angle Shear of all steel constru 
Arranged motor drive for 400 volts 3 phase, 50 sycl 
with set of blades for flat bars, and rounds and s« 
for other sections at extra cost. ( apacity 


bars 2”; Flat iron 10” x }” or 54”x 1’ 


Rotherham 5235 Wolverhampton 23881 tees 5°; beams 6°; channels 6°. 


Leaflet and full particulars from I 


| Stockton 65101 = Newcastle-on-Tyne 21377 ee Sa So 
s Chesterfield 4908 London Viking 1719 “PELS” type EFG20, Section Cropping 


Steel plate frame. Crops rounds up to 23” 


5” x 1)” or 6” x 43”, angles and tees at righ 
angles and tees on mitre 4*°x 4" x4". Arranged 


SITUATIONS VACANT—continued 400/3/50. Weight about 50 cwt. F. J]. Edwards 
Euston Road, London, N.W.1, or 41, Water Street, Birt 





SENIOR Structural Engineer required to take charge of a 
design office, specialising in Structural Steelwork of a varied 
nature. Applicant should be suitably qualified and between FOR HIRE 
the ages of 30 and 40. The appointment carries seniority 
and goad prospects oi promotion. A salary commensurate LATTICE Steel erection masts (light and heavy), 30 ft. t 
with the applicant's experience and ability will be paid. Apply high, for immediate hire. Bellman’s, 21, Hobart Hou 
in confidence to the Technical Managing Director, Joseph venor Place, S.W.1 
Westwood & Co. Ltd., Bridge Builders & Constructional Seger 
Engineers, Napier Yard, Millwall, London, E.14. 

TUITION 
SMALL structural! engineering office, W.C.1, area with extensive 
practice, requires additional assistants. Capable men from GUARANTEED Coaching for Inst. Struct. Engrs 
graduateship upwards required for high class miscellaneous Engrs., Inst. Mun. Engrs., etc Study at home unde 
work generally, foundations, dangerous structures, steel, concrete qualified tutors with most successful school Als 
and timber, and able to work with minimum supervision. all aspects of Building, Engineering, Draughtsmanshi 
Reply in confidence with full particulars and salary required Write for Free book—lInternational Corresponden 
to Box 9071, STRUCTURAL ENGINEER, 43a, Streatham Hill, S.W.2. Intertext House (Dept. 423), Parkgate Road, S.W.11. 
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Section of fioor with 
H.S.M. in position 








...1S particularly suitable where 


the live loads are light, and 
long spans with few intermediate 
beams are desirable. 


Section of floor with 
moulds removed 


and ceiling fitted 

















Hollow steel mould 
being placed in 


pean The BRC Booklet ‘Hollow Stee/ Mould Construction” is available on request. 
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